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Tram ■RJt i^ra^’ ■rf ar^rfSp^ ■i^, ■anin ■3 wwt "arnff f, Rit auRtii ri: fir^K f^iRT 

'Jiil<‘ii; 

RRI a^Rfil Rit ■RRlf*?T % ^ 3n?^ ^ ^ W?I ftREft a^T^ RT R3 %RrtR 

5 RI ft'qK 4^7 fih^i 'Jiiy_*M, 

3n^RT'55TTR,'Rf^, ■^?tf^mail\K Ml^Pfl'lt) '7^ RillWR, TITFSt HRR, Ril’Rl^lfVn fSpIj; 

UI^Mpf<iH 

pfqn , 2001 
aiKira 1 

iim 1 

1. ftf^RTR alkRKR—(1) TT ■PlRRf R51 ■RftiTRI RIR hU'^<«i' pTRR, 2001 '1^1 

( 2 ) TrafTR aiRi*i RRiRH ol^io y^JTi Cl'*! I 

2 Tif^rRTRTlt ;—ai^RRTsrtfWTHlft,— 

/ 

( 1 ) “grfRPm" ^-^^rt^TRR afrfRpm, 1934 (1934 Ril 30) afrf^i^t; 
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(ii) 

'»qtnvn«?i ■*11 

(■«r) ^5iit lift WWW 

^ onq^ni ■^it Mi-^ 'stTO m’3*!vi' "qr ftrcWf % 

(iii) 

CRT -jnPi^m t, f^iraif Pi«if^Rafl • 3 ^ gwi ^irw : ^fr.ani.TiH.'^.-ios, 

3ft.3n<.T^?i.A-ii6, a^.3Tiii.tj:R.-^.-ii7, 3it.3n^.Ti:?i.^.-i4i 3?k 

3it.3n^.THT.-^.-156 Mtt; 

(■?3r) ■^Rfi ■jniW ■PpfS’T^ ftRiTw i| ^'W ^ ft?^ 

[Vifi'T siMiRT ■?pra^ ^ t ■*>!? ■sthtP’ri ■T*n'iff ■Rir "5^ 

% apq«n 

(TT) '3i?T^^RfiT3i*iW'^5tftpPT^^T^'ftRft'gPpir%f^ftRn'R*?Tt, ^■*nr3Tf'i^iS'ft)'Rir 
•gPror, tt ^ 3T^ t; 

(iv) ‘* ttw t■Rgqff 

fRRTTO a^k'SR Pl45)«b Mt'f I 

(v) mih tiy 

WM iw, f^’wrm 3T^ t ^ sro TR W^Ta-RT^ 

■RRTomt, aiMnt; 

( vi) 1908 (1908^15) ^ WCt 7 ^ ^ 

(vii) ‘‘-Sf^'' ■^TI^T^ftl^'’^3lf^WR3T’!^iT’^>^rt^PFT^Tra3lfVr^t; 

^ 3?lT "^WI ^ Pf^Ff^ f; 

(ix) ' Tj i ^ I ! j l fV»h T^"^gTM3%:— 

(isf)) ^JMiti-w; 

(Ta) 

(x) ** f! >l <1 l M(^^ ”%gT3*fagPR r^HI 9in5-^()3^ 

im % ^RH^, "RT^ ■JR-'Srs '^t t; 

(xi) "fi^^ITpPF" % 3T^ *TlHT. 1^, f^, ^^ 3P*T 

■3RFfR, 'ft't; 

(xii) '‘^nWT"-?I-5*1*1 

•P1^t35, ^g#I5’3T5I^3?NlRf'^'!fr«f)m, ^'"11711 

■35F^R-*n3TTRTf^3iRn;iNTs^ *!n^-35P^iti'^3r*it*T^'Tt4nrid't 'ft 

^ftfarfarr%ftiraft ‘Vaf ^^WT''prfRi3iN ariiftfl 

(xiv) ‘‘fftftW!F’’ft^ft^317«rRBRr3#»fft*R*lft*TO135ft-35™(l)%3Fft=T3ITf^ 

t; 
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[ <3TniI—-qTO3(i)] 

2 . (xvi) “^.U’g.'Pr." w3 iih 4t^''il*3 ■dw)'I ^gwn Pi^vii m<)", jI-h nsfiei'M ^ 

Tnnr "TfeTf ^^TBiiT hRm?; if5t ■qip TrTv>fN?V ■Pww % i 

(xvii) ‘‘^.^.-g.f^T, ■RHflf7'''^3TIT^%%?T'3BtTi'gW3T ^ 3i^%r 

WT-WTW ^t^itftm TTITT^ 

(xix) ‘‘■^31^ ^’''^^^3?M7Tt^3Tprf^^VT^5Vwff%3TTrki^3Tf^^OTl^-?rffm'^^-qT 

'isiW'JI ^en TTC^T fFlW % '«I^ Tjft 3351^ % 1^ STI^TT^ 

(xx) “'^rctor-PmW*’-^' P i nfaHan t, a^qht'-.— 

(■SF) 'ETO, ■31ICRW, ■feraRsfk'SJ^PTHr^, 

WT'*nw=T'3ft^5tfi?m% vf^TT«pr>i%ftTT!;'qTf^rat3r^ ■sf%JrT%%i^TRtTT'£f 
■?«??! ■=l^f "ait 3Tf^Wn% 

('^) ^ ^ ■3T^T^ ^ ^ TpiW ^ttft ^ 

(xxi) “■=T^'^''TOT3Tfwn^'''^^'«^'< w*tiK ^arP^Pm^qra M^'swrr (1) %3T»ift^-5rfV?^ 
arftro^ 9TfH^ f; 

(xxii) 

(xxiii) 

w t afk % Mttn:, ^ WT 3ifiqf^ f ^ ^ TitsT ^ TifSR 

% f^ 3iV^ 3T^ 3rit^'% ^ ^ %T3;-fTTi f ; 

(xxiv) “'reit^iT^ WT 33f^33hl i^ ^ 31^ % 'HSK4)3'J| % fW3; 3Rtn -^f W*1T 

'iiini % *11^ ^IT % '3FI % ^ ^ "'H fV^f 1%^ '^Vd 'I'^i TTp^rf^TO ^(fl ^ 

^ '3Kr 7, 8, ^ 9 % TJ2 S4i'<i H^fiin'H*i % % Fr^m, HMV*I (rti'Hi 

■aimi '^; 

(xxv) " 3Tp^lf) ajlRTT "SfiT^; 

(xxvi) *''li'^V ■^'^FT'^ «i7'')l '^n% qidl '5TO oT'^i > 111 ^ ^(ini <jh srf^in %; 

(xxvil) ■3T^ '♦'ll'^an 'll HI-^^ 'lil-'Sl 

■5131 'Jiini % Tit MR^ <al^ RT Mani 

(xxviil) '‘tR3^m”’^'^'RH3TftT^'|i^RT'?«PWTT'53TTtRT'3^ RTF -g'RTt 71*31 "ait 

IRT 3TOR ■^RTRT ifr %'TO ■^f RiR RFR ^^t ^ lit Tt«n ^RTOT MR 3Rr% Rfir^' 

(xxLx) “^^’5^" ^ % t^RT "'R^RiRRIT'^STT^; 

(xxx) ^'H '>^3RnTt, 3rf^tfTO^f3!;^TORfH33’j^ 3TfR^ SRRTT 

^PT ^3111^; 

(xxxi) “ ttp ^H ”'^^'^fe^3TM7TtfiRTR3t^?TnT'ggTT%; 

(xxxii) ‘'-qT^FFm 3TfVjpI^''^%^lRRnT5RI 3#3fTOR^ ^ 17 % 33’frR'Sr?tftm^RdfiRnR^% 

3FfR^%; 
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Mirs^ 'ftf; 

ij;«fihn fipTI ^JIRTT11 


HH11 

Riwum -4Li«r*«i 

*4TT^"Rt"3^1%) Rlf^Fyrt SiRi'Tinl"RT mtIH 'RT\ci ssfiHrH'RT (Vi^l vj^tl o*lf^W Ptitfl «iRtn "sil ^^Ri^hM'SItI 

arjJITpfl % H^R^iTW ^ ■ftTR srfVf^RR % 3^»^W TtRlfRI #, »IRn ^ RfTOW '^Rff ’^TT ^ | 

(2) (1) % 3I%?^T 'ifllTTI "RT ■'FIT ■^'^WT 'STrfl^*141^ 

^ ’Tftcjn fitTRT Wlfl'RT % 3T#T 31 JJffVl RT'RTf^ % ^R»b'Pn%T3; 

3nf^!f^ti 

( 3 ) ’^'T-f^FFT ( 2 ) ^' *nfl %’ ijlrl 'JR Rt, '‘Mpw tpl f^rB% him 'i“'Sl<“t><“i i^ 5'*iK Rl<i<. ^ 

■3?rft’RT5IT^'3il srfil^WPlRSR^'^ I ■'K^J 2500 atii-riO' 

RTTI '^f, 3)IMin«hlM ■^f 3#WFT ’RRET ■% '^ ■^’ TRTIRf^ 41353 33l^T?TFRK 'ft WRT 'JlfRm 1 

(4) ^3Rpm(l) 3fR(2)RftR!tiW'3l'T%W^'^‘4f^'RT^‘TR'^5tftm3T'4T$JpqET^’?>tR3f'^'fTOim 
% 16 «Tp1^ ^ ^Vl 3J-^rfriMR)-ql^^ <1^ •5JIT^ "R^t 

■Rf RR'*r(r3IRTRT»T’^r'W^f%1^^KlflmT»?l 2500 

% iflf JW i®m % %R iljf Tmi4 ^ %R 11 

4. «»^4iY<fi T 3I ^ 4 t ir !—(l)irf^%^^lftTRR%%RR4r1^,^3lftraraiRRITm3^3afkirt, 

aiPRTT 1^1^ '5^13% #1 "ait 3TJRlft3I ftjR iJnR I 

( 2 ) ■5RFT Plijsisb ■451 argRRrr W '5JW3 % «»4'il3 ■Rit ^IRRT "ait '4JT?I iRff ■f*P^ "TRI Tit 

33T^R3 % ■ 33 IR ■4R%33 % "RTR 'RT4J43I -inX^aui (^ivi) '4»I '^31331 mRimi [^1*^ ’’FI feJIT^, hhIm (VR '* 11 ^ MIH'/I, 

i4^^R^d%3ft3 W3nf*I3aT^'3m^3lV3^«I3f1'53TTfF^%Rl'4J^3n!nisrh?^ftTR'4WWI'41133 -5354 Pl4il<i+. I3?r 

^STTRiftl 

( 3 ) "SrI^RTR ( 1 ) 3 IV 3 ( 2 ) '^'*(131'33^'^'3W3|75il % iDsaii^H'i ^-^131 ^ 5 VO I 

5 . —( 1 ) %ftlR «t>-^'M.'ftiTl*PR'JR, 'H'wl'^R’RT <hh5'(.'^ 

^n3;3l3!iI^'m3^%^'3ifit3fR'133-34^3'^■5fiti>it‘53SRf*!45l4tjra 313411^31 l^fJ^T-atlR : 

J 3 54 filwVah rH444> RKI arjqlfal 2.51*33343^^ 334^14; ^Mtll qitil 4^4?I'^3I7^ X^Rhhm wf‘i^’%3Krr 
■^f'ST'iPTWfl 333Fnf % 33TOFT'3^'4)1 "ail'334^'i^ I 

(2) 4r^WR4IR%'44IRi4TRil3fR-g3f^-^f^l3nf*F'i(Rft4W4%T?kFT,-^^WRI5^^ hR^hRihX 

%ft34I4, ■5f^'4TTjj1i4T^’4I3r53f^4Tit4nRI4F^'Sf^’43WT3ri*fiRJRT|t^'qiftRI 

( 3 ) 4 ^^-^' R^flRTl^44141 R4ri3I3Py RsR cXm I gT^'a4R3^1*l3H'^4T^ W'g3fiim'4IHM3^'WT^3^ 

%R'4T 9314 'PF4471''^IPft ■qiftiR I 
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(4) PlMRlRafl ifHt :— 


^ f(R?n ■=’1^ 


1 

2 

io%3(^3TaRn7 

0,443 (27^.^.) 

10 Rii*. ■%■ grRiar t^fa^ 25 ■f^ar ■^ sraPn) 

0,63 (24aft.^) 

25 ^ gTfSn^ 50 ■% araRrar 

0,80 (22^.aft) 

50 ^ arR^ar 200 fear ^ araf^Ri 

1,25 (laat.'aft) 

200 ^ 300 ^ 3infV^ 

1,59 (I6^.’3it) 


( 5 ) " 5 ^ t^*i 5 i“h '5Rr fqpit^“c % Rim, 'tv'^'n. ^*101 300 ijfteT, 'BTftw'^?ff 

itVfti 


(6) 3T7^l^ <t)'^4< 3y«ti1 aiwm'®f5t aRivifl f^ra twt 'imj.'ii i 

( 7 ) 37ajTf ‘ ‘ ' ■*TT2T ft'lfe'' ■’^5t ^ "SITOT■^TTFrff 

( 8 ) dMPnq q (1). (3), (4), (5), ( 6 ) 3 ?k (7) 

6. '®nf'w —( 1 ) ■'ri ts "t % % Rnii, ^•^'n., '*it ciiiS % 

■51% 3^k ^ TTOit % Tff^ ■ofr "gryT ^ %qi I 

■5^^%^ ■%' wrar ^ #3 uftvin 'R^rt ■?*?m ■^Jjn^nr 1 

7 . ifl iTfttnir—'H'd l%rn% ■5r% ^ ^ ■a TTsn "n^iT <m w "^sn# ■5Tr%^ ■f%H% ^ ■'Pr 

aqH"5^ ■=T(ifT 

«n<. f^*fl 'Siini I 

8 . Tariff aft —(1 ) ^thtRrt firat at ?5f) ih'%H<^f%rET%’'%^tf^mTaT‘w*n3ia7W7rfrT!f!%^’!r3H 

^ilRn‘4Hara’%’g«RT'#fa^ 

f?^-3TmT'aTW3Wrt^7TaT'‘13«l^‘gT%T^'%’^vl%%T%T5^'^-!!?^ftrqT'3nmTf«nWT °mRw ski RlRan’%'TTF yHlRlci’=T^ 
■sf^ ftt^n-arm fti ■ 3 ^ 31^ %aTi: ■5?ri:'Mr "nar't I 

( 2 ) -g^^Ra ( 1 )%?grata3T%%T MHimMii (■8FT'%arq%t3ama%3;Tafa7PTi) afaftiPT <<ai 'JiitiTTigjh: 

■an an% ■n ■f^ftssa? % ■aa«ir '%t?t taiar ■ 3^37111 

9 . %<itfViMK % ■^ ai <<d it^am —■%^rtaaa %, ftatt ■arett, ■rfta^, la^, ■=nt ar arcnMi-l ar tii4'3irT>b 

■a^qra7’aT%W5WT^ Praiia^ ■%> Prak'Ji ■%! Riij.'a'ft 'ai’aat 'j^Iq^HiPiai «5<nt aini'it 1 

10 . 3tk am finite ^TJf^—335Kira^a%gTT^^ an 

^afaa-aft -a^ a% nrnr %?tftiaa Ta?^t^, aaa^ ■ar afta^'%5 aiM ■%, ■n m t^anf % aritta gTjjrn "at^ %', t%^%^ 

aiff’fanr aii^ai 1 

11 . tppjR, 3^in,'nmVT3Trf^aa'nftT^—'f%;3ft'%'aaa1aa%-^-wn%t%a:aw%?tf^maa’aft7anaT’aT 

n aaa% asT^-arri a% ^ 13T»4n M WT ai ^ an ■%'t%ra% aa att?am tW w t; ^ aa7 3 a 

faaat^'fa raRi^ina i gqa-a ataRT-aan^T^-gafta ^i^MH ngl 4 iXmi, gtka^raraitt 3TFT,-aw'aT%afta35’aT'aaT«t 

■ait a% ■sp«#ra ■a^r «=nai a^ft 1 %% 1 
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12. —(l) +*<11 "4 'JKSI '!f)T Hn.«f)<''l, 

^331^-i| 3ITtJ®n PtiRl '1151, MI'^I ^ 'HM *111 ^ 1I*II3^1% 11^ ^5jlfih'H1 ^JI hRiCI IA>*1I 'Jllfll i|', 

'*n Tf:r'sniT'T 37 fT'sfRttt Rf ann WT^%'*n I 

(2) ^ 'I'JSKur onfiw aftt % 'i''«k»i, awiill '33 t^-«ri^ ^TnufluT 

3^T^''?PTT'53n wiRri fnl^TITTiif-q;;— 

(’^) ^ fiHi) % ‘SfiT sJili. <j^3b Rf)^ VPiT ^ ^Vii; 

cor) ain^«t33i%Tjqfor»#piT ^rotiTT, 3?R 

(■n) 

13. 4il —(l) TT 3I»1^ h wV<h f^'«iiW, 1l' iy,< % ’W^' %15l T^ KTlftra 

^ TRT^f ^ I ^ %Bn 3ftT "^f'TT^ ifPlT 1■RPT^ ■^'■^It irar ^ 

yilM yiW R(W)lci®t) fl*i^"D % otil*llcTH 1"*i'i ti'iTl I 

(2) (qwi<i«bRtwti'ih!wR<fl'ink'llf^'wjnr 

I TSRF’^TO'ftJTlt 11*^1 '^N?''R%1SrT'3iniTI 3ftT37TT*in‘'R li^lFPTI'anfT'STT liH^D ^ sUHitl*! 3T^ft*nT% 

711^■RfRT^sjpn11 T;r*IT#?TI1W''?fI''T5tHTWRw ofintd*! ■^"'w;^■an I 

(3) ^-Rmf%3 T»^PTRihi■ qr'Rfi^ft sh-m i).41 ilRi■^■RTra^'Jiiv.'I)viRi^i'flSRi 

(4) (i) -irfi; % 3T^7IR, ^ 3n^ %7iT "armT f ift sTT^TFwnf ^iiT 

arg^m 5 ro3^Rftp^'»Rt7nrci7fti'qft'’T?lR wi'^r ski arepiT'iTftjTp^-^rJiT^ 

■5RT f^r^TT ■^, 3^ wRi<;r^ ^ 

(u) 3i^[inTT3nfV^nfI^'TihTW3rftR;T3 3TRi*n^ <^^<41 %W’itr%^iij;'T1 i 

(5) 3Tg;iP3TSlf^, PI'MMT%3T^^<114^ 3^'Siiy,'!! I 

3i«qm 2—srram 
Vm 1—RlWHUI 

14. ’gRT 3irqnT'^n^'^ft^3I^5rt^—aifMRPW ^ qro 7, 8 a^k 9 % aitJh ^^sjlRi'iM 7?il 

wnt 3Tgirfki%aTkh%ftaT(ff 

'Jiiu.'n I 

'a7'1TCf^F#'^'’glRwSRT ^aTPMft?T7'^ ^ sm ai;;^;flp<i ^nff t <iR ati '^hRiA ^RT 4^ 

3TFTTf^TRqp; 31^ inRT ^ ai^ M«5T^ 7 ?r^ 

15. g i M 0^1R4 ' ^ R—(1) ■??T3T«^-45I^WTl^Wn3%Tr5R%3?kWT^R7rflkT3;MlJ-'TTTTTfTT 

% ^ '?nT3^ ¥kft I 

(2) 0.^ 1 !JyH arfiro-qrai'^'t-RT 

3Ff iT^ ‘kkn-’?!?^ -spi^q^i: RiFi^-ciq i 

(3) 14, 19 afk26^^'!^'^P^^W7?#W3Tr!MRFTI^'^?rt^^WT^^I 

wn2 

^l^Tinf^31PIIrT 

16. nHHff (1) w^'71^3pt^ 311^1713^ fa^i 'qi'^ 

fpp^ viror RRspR % 'jjTH qftq^ TstRiq 'SRi " 51 ^ Pi ^<^=6 Pmqi ^ Wf^ rr^toi: ar^ktR^r ’feRi 

^ #(TTkq^3q^^3^7Tkq^wT%^^'^itPRi%qT-TqT^i 

(2) ^TrfqqR 

Ttjrt^RTR % p+i^l ar^T Rttr 'k' aii'iiq qit ai ^ TWFiTTT 'il’ I 
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(3) ^^-gsT^-tro^Tfnjirwff•^' hmI;;;;!! fatj^-i56%aiym'^r^ihr gPraiaif 

«M«f< [^*11 "T^ I 

17. *1 *1^ MIW<iglTITIT^ fiin w^muii—(l) 

^i^^Rinan *i1'iuii Mi<hi 1 ; 

sHiqv^sb TfHt lift; aiW^IH ^ <H(^«t)(ll 31^ ISWlSiR *ft'l'JII ^M*IH % ^I’lHH ^ 

(2) 4H?1<l^*W®ihr'Fr^^TOW^'PnT PtM*^ 3?k ^<HW «iliu|| 31iy<W ^ rilfl'ft 

■yftw '^f'TOnpwi!^, ^>^*111 

( 2 ) 51 'i< WI 1 fewl 'ft^US "nfr c1*il ^ ^ 'JiciHi'il^'*h<^ '5iPi*ii'il^ci*i<. 

'^5j^nflVt1^irT^iT^'«n?t’atHWif%WT^T«lP1'^31R»TlfrtT1T^^t aiTFT^ i^lWldshf 'JIW^liT % 
ci'K '*1 (Jinn’ll* ^ ^ r 

Pi*1*1 ■Jjfy ■’TTIT '3’T I})'!) P'1'1 'RT "R ^ ^5f^P:l*i*i % I 

19. 3<iqm H'liji,MHiuiRJi S^It«m P»»*JI '•H'll—(I) ^t^in <»n.^ qiwi «t)-(.^ 

■enw 3rf^ iftr sM 3 TPt^ % ■RIWT ■*P^^ ^— 

(^) 3N%'*11 3PT^ 3TfV^ % TtWaiR ■^, WR 2 ■^, VU^Kf^C^ W1 UHluiMa; 3?tT 

(■sr) ■^■^^tfti*TR'^3n*Tm3lhM’JBiiWOT%'f^3Tg3iP^'*iT3?^5rf^^'!nPi^3riiT^^i 
M' 

^ ■RT^ ■'inT '«f5t ■^' I 

( 2 ) 3 RpT*w ( 1 )•^’gRfPfe Ph<fl siFiRr■ 

(li) gTT*Mf^'3n%%'f^gn?rf*RT *T?i"qraT 

'*1^ % ■^r^" ■RR# 3n*mra!TTf'51TI, 3n*niT 3T55 p^ 

Pi<n. ' j| ■SR% ■=Fi mm! ^ ■^f 3 tPr ■jwr Pft?,*tt^ ■^' i 

20 . (1) 

3T^ ftran ^?TTn ■^mjTTT I 

( 2 ) *TTC'?ft*n-^?*F37T^ w,— 

(■^) '<rraiT ■9THitr'>i arflwrft 'ft^,- 

(73) Pm 19 %3TifN*Tf^3T^tollt7i)'H^2'^''T’SR'iTRTJI'Pmn W^m; 

(^) pm 19 ■^3^«fpT7lR;3T^PflinftTi), SijmPflTIT MlPiijiil ITPT; 

iSFt3TP^%RF5in(3^P'^3i^^^%'9T^^*T!f STTITW-tM. *1^ PqPi-J’n 3imT 

ftiTIT'an 3^1^371% mSimTiT %%T^-371^33 '3^ W?p'37ra^'3p 3l^irtl MII'I qi\'ll I 

( 3 ) ^7pqT'^f^3Ti^'3nmmmm'!ft'3imT%Pp3n*iinPfRT'R*iT3i^'^f'T==T'^?)%m rmP' 

arraPm-^^ 3Tpi5^7jn^%7Tij^^ ■aiPt % fifn^ arroPw t ift *17 Pm 14 3?k i9 3p 







8 


THE GAZETTE OF INDIA. EXTRAORDINARY 


[Part II— Sec. 3(i)] 


^ 'Jii^ %' % Phn <jni\ 3T^5IT TJ^n I 

^PiOccin 'tAmi Pfi Hun ^ ‘I'fl'^ ^!(i I mi* 1 ^ an% anl^ 

'^*, ^ ’3TO^ '^TT)' niO^S ^ MTTn ^ ^ ni(l<a n't) 3iflH'f)q‘i nly 3FPT ar^^rRr Pti«<i ’STITpTT I 

(4) «titi aii^'TO y^Ti ^ aTt.[ln, ^)I tl'ti 

■'Ft TTPrT ■tR'!IHT^ '51^’it I 

21. T(rtt^pOT3tfU*l0 <*0 flMli uilrt lilA <*nirt*HV»'^'^TSr'^IT'*nt’T% lI^irHyM StlKl 'jIHI'—( 1) 1%RR20 
'ft, ■sjRTRPT'ft 

ftnr Rft iftRT-’^jPRT RftOT ftifti ■sr^r iflft y<«nvii ft', ftft ■ftjtftPT'T ■*twt "sft fftwR ’I f% 

^ Rft la RT Rft ft^IftpR ■i^, ft' ■pran?^ "arift 'Rt anu^ 'aft a?^ aR ■H'hni 'i^' i 

(2) ayPta a (i) ftranfta'a^^aaft'n^ ■T?'!ftfttPF'ftn'=ftan3ff ft' fftsbKH’anm'^l'ft ■ftft'?«TrT'yT 

3RaiT 'TORaRW'Ti ■fftaftf ^ apfta ar^^rar aiPTCPRrft’ ■PBar'^mpiTi 

li. '51^ '5ft ' 35 n^— 3 T«na 3 % 'in 2 ■aafttif % arftfti ■Rrft ^ anara ■ftsaT aar i^^IRriaa 

^^ft‘ftTaft'TT'aTftt'ftIft'tft'aT'ftft'*r3Tft’RTTitygft hfta •yaft PiFUn •ftBa; 

Tj; ift, P)iB i?n aim'll, PiaiMr ampn ■aft ftroa? ■araR'n "ar ■fftfta arrftTi ftftpc ■fftm ''Jfm 1 

23 . Ti^^ftrft ft^tf c TqR 5ft^HTlt— ( 1 ) apaia 3 % MFT 2 %3aa^'% 3nfta ^ anaPT PfiaTaai -ft 

fvpT ^^faa a'ar7ft'5R'aatapT'fti'Pm'’^iRWT'afta^'’ftgaf'ar, 'ai "ar (ni^eft ft'aar 'ftft 'wrat ■ar aniti 'jum.'II ^ tiw^) 
smfftftpeftBqaimi 

(2) a>^ftaft'ftTan^aTT ^IjlRiaM ^a giaftlaam aiimn a)-^^aT^aiftaaT ftft Hai<ij!iaT^aftft^ift'pB'atT 
aftw ar ararapar ^ aw % Praia, ^ 'arf ai ^ 'mrf: 

ai'5'arftaftft''R5r'5aa'ftjtPiaa'3fti(5'aafftaa''rft3rfta!naft'aft'ja'T^aRmt, aiwna3%aTa2 fti'aaaaf aftrftftl 
ft 7 araPT 'raft 'ja; ■ftwai aro arfVftPm aft airt^, 'arro^ % yalan % ■Pm argfttpRi '^aar antii fara ar aaRi w ■aaiaT 1 1 

24. -ft^flPaaaaRaniaim—■fftRft3i^aaaaftaara%f^5T^af w%Trwfta%ftftu^aTam,ft?ft^ 
aa ■nai ainan 'ft at aiaRnai arwaa 3 'ft) wa 2 'fti 'aaa'af 'ftr arata taft 'ja^ 'Pnar 'w trawr 'i^ i 

NETS 

'jarft'ft 311515 

25. ^an u i fti^H wn f 5ft a iNM faai '^ l a r—w ft ft^tPraa aa '^mft ft aaaia ftiafta 
'aiaiR ma ■Ja aat^ fti ftra Pifta"ft irifftfia Tapft'«ift ift'faiat'w "aaiai'i^ apaaa^i 

26. ft^H>iaM 5T 3r i 5M »<ft 'ft a1«ruiraasftT551^15555 ft^i 'Will 3ftT 3t:j^Rti'aJTHt^'i fft»ai 

_ ■jjqift-ft aa warn aRft aft afta Tiaft'aiw "Rffta)'wPa ■ftfta-'^iaaj 3n^ aft ftftai;— 

(;^) ^ 3TaftaT3iaft3ftfta)affti'Btamftaiaai ft y.'t) •ftnunaa; 

(51) aaa araftar aiaft sTpnwrfftr-i^wrot'ft aiaa 2 ft' w'wtaaataia yaiuiaa; sftt 

(a) ftftftjtPm'wariam'aRftaftt w'wraR^ift^f^aifta 3r^?fPr’W^rpfPT'aft'inPafa'iiPi ftftar; 

aT^^fftaaaft^araaifafftaaaftaro?, 8 3ftt9%3raftrt?aaTaift?ftftma;T3aamaRftaftw'ia^¥ftft: 
ar^an 3ftTf^5rJa(a)%3rah3T^?i1ftiftwaiBTafta%aa^ft^tftmfti3riaTaaft3#ftftaaaft aroyftiai^ 

^ 'arar ’aiar 'aft aw ft aaavaar 'aiff iftai 1 

27. ft?im^5ft5mTfft^P^lftRT-'5!F5J3IT^5ft3^^.-(l)'^ ^iftR:iaatftaT-'^3TT^aft3r^% 
'fftaia "aFf'aaro "wipiT I 



[Hinn—T5TO3(i)] 
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HTOT ■SfiT TTJm : 

( 2 ) ^— 

(■SR) 'TTtOT ; 

(T3) 26 ^ 3T^rf%m ^ Tit, 2 WJm; 3ih 

(^) fm 26 ^ 3T^%r TTt Tit, 3T^[ifTr; 

3TT^ ■an 3TTRTn t 3^k vfT75i^5^OT tqn t Tit ^ 'OTTlf 3T^ WT I 

(3) ^ Tftfn-'?i?Tp an^ Ts^rmPT ■armr i aiFtirr ^ mktt ‘4’ ^ ■%?; 

3TT?TftTr'#r 13Tft^ ^nft: tjtt^ ■9T^'T[T7tt ■«nfT ■ppTTt "wr ^-aiT^ ari^qri % Tit ■fWi i4 afti: 26 

ST^^aif TT«IT’fMt3TT3TT^5RI, ^'^TTif 'stF ^’^’WH'^’t^’T^iTT '^Tsn^f 

"SPit^JH ■^ f^Tt^ -adit, air^ 3TCH ^>3 % I 

(4) ^■fWT'!F5t'!Rt^^'?itm-‘^!i;5^3fTT^'^,TrT^m'5r?Rt^RTTt3T^fi^v^f^m% a^fttR,-^r^tf^m^<1«t) <«i^ 
Tifit’yifei'nT’siMnT’^ i 


3TWn 3 

■^^tf^raw ^ 9Rq(JH 
MH i''^iranTJT 

28. ■^^n^XnraY'^Tfil^^.—T?IFTTWq7TTI 

29. ^ :|itf 3T^ T?v%R^i ^ ^TT^lt "TO Vin ■3nRsitT TTatt 

Tpt I 

30. —TTiflnif, ^ 3tftT ^«itTTm38, 39 , attr 52 TT^nf^m 60 (Tg) -^f w 

giti-^?ti^^f^TnWT^^WT^T3yT% : 

■9T^ ■git giti ■^nn ■'^■gr%^ stjtr mR'N^'i ■“tit t^wA t4*i % ■g’ttaH % fti'i, ■Prmr 

( i^ai) 'JTntR W 'tA'H I 

31. ^(TOPT, 31PT, u«*iiv i «*» T ulri^u .—'git^ ■qr^TTO^'qT nU^g-i ■^'?ftt’^, 

■grtm "^n ■f^’rra^n^, ■Ri^'qr'^ 3i^'TiTf^'Ri^'TT5tTnfaTR^’gdiq^7TTf?q^i^-^Tp!T;Tn% 1 

32. TTf^% 

Tt ^ Rr l 'M Tt -^TR ■qr "3^ 'STTO^ TT^ TRT Riff '^Wt RR TW 'ftT— 

(■gr) T?IT^^-3Tra^-^R’WR'RT'R^1^W^'git'5RRWI-R^R?TTftR1TTft3fk33«nm4%RW»jf^31^qi6id'R^f^ 

aiMl; sftT 

(■Hf) RT^ %WTRT3TFT^RitTOT^'TiTR 3PqtR % ^ y^l«l'Rl R!T^ ^ %R; R'^ 3#RWT ^RTTJ, 

'i64T^ l Uq4; % ^RTC Riff TT5ff RTTit I 

2. W ^IRR Riti RITT, -TT t^mf % 3TRtR afpR RRRTRt 'RT -RTRt ^, RRlftR RTgRPT fWl, 1973 % RW-Rf % 
a r j’Hi ' J I "4, qi^R I Hf ’4 'JR-.’^RR RT% "R^, RT liR RW RRii W RI^RH "SR: 'f’^IR RtI ’^R^Rlff ’^trit 1 

■ygTfT^f^'^'f^m%RRtRrif%f^ f^l^lTRimRitTaiPd^'md'Rit ’^hRTTqt Rlt'R^'vai RT ai^RiRTtTRR 

STRRKR RftRTl 
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THE GAZETTE OF INDIA EXTRAORDINARY 


1 PartII— Sec 3(i)] 


MFT-2 

^ 1¥iw ^ 1%^ arflFFTTl BRT (f^iR W'T^t) %t' qr 

^’PFTPT % flF^PT ■=1^ Tiqi ^ ’PSTWTir ^ 3PT 'OpPH tftn-^ -snilTT ■aft 

3T^5im ■arfw^t ’srt ■Peptsf ’to^ ^ ■'tt^ ■'uwi ^ f^iiPT arr^ argntfi^ ^ : 

wg :— 

(^) ^ ^ arnr 3TF(I<1 'ITOT'^ Imp ■apfqp ^ ■?iig ■=TfT'FP ft I 

(is) '^1 fapoff 3Tg^'^t°n qn'^‘ wf ■?!'aft ygT ■RrTysfrOT ftrHftf i Vi ^'aTTT^ 

^ ■^rft % 3TK-HI-I. ftpti ^ ■M'nni % I 


(2) 3Trf^(l)-^'RTf^'3Tg#rr-5n?^2'^f^T!Ft^Trg^3ftT^P5F^f^^T^t7TTft^-^-Q;JF^ 
f^'5PfCT#rftl 

34. «lO’^raH3T^S(mt.—■5r^'^t?tf^m^W^^T!TMTf^33%^5^3f^ (l) %Fpg 

■?3TO ("iS) %3T^?4i ^ 4Rq5i^%%I3ig^%ft^fvFT, "a?^^'=31 3PT^^^ 

■apfap 3TFFR % STgw ii (r|W(li-^gft^ iTI^ »Tnf (■(^'TirM'D -sfR Han^i l t ifPiT : 

RTg aigyn-i yiRjvn^t, HRR*ifn<it‘■^’, ■^‘anifwT?f 
FProt■^i ap^ "^T^’%-a^ afft ^ 11 

35. ^ 3feh ^ TJ % f»PT % ■'iRft TTT ap4 aiM4H7 "^f 'aR'lPH % ftni 

pHHRiinafl 3H«i'«r ■^i arerf?! :— 

(ap) ^ gcRT-gei^ »ro^ (-PF^PT) a^tr^ggor-qi^’aik 

■atf^’^^wmTPTTT^Rf^a^T^ 31^-aw w ■gm ^ 3pa«p ^ ^ sig^nn ^ 1^ ■am^ 

'a^^t?tfMF'^-aT?^^‘3flT wif'^'rt'ai^pt^'^tPTmiTTr’JTTftw^ apasrr^; 

(■01) 3Pit ^ ■^f T15R (■<^3!fti?( ipPt 

^ Rrik, ^ft a^ii^ aig»iiri;q igj) % ■^ Rcil'f 'iKr'l y"ro ^tTl [ji-i ■aT\<al*H 

■^ ^PT 11 RsR ^ TTK'^ 'Jiicft ■^ ^Hgf^ici <?'H ■^ gil^RT ■yf't; a^tl 

(■q) #t#ti 

36. ■p % ■^ ■RpT ■^ ''IT^ f«l'«nfinn ’’Tar^i ^ -fif ’PiHrMflsn 

■TRff ■sfP argqim f*f!^ amiOl; 3T®lfg— 

(w) ■pqw'q:?fH'5rjft%'?e^^Ti^ift^^^nf^3fk'g^'a^TnfttT'mm, i5^^f€Pffe3:'^ap3R^aT’ift3Tr|' 

■gwT ■®4’PiH (■»n?r«Frt^) ■wRi^ g'44^1 ■g«T^^^arRt -qi^u.; 

(73) TT^-^3P^'PrahpT^^4‘aigplf^fl 3fW3iT tg)Ri'i^d»WWTT g3TT^ ; 

(17) g<w 7ig i 4<6 HvnH0 ^qT^ap'g^^^i^%'!pfparT%'l^'^t^^^^?[%73[n?t-^-ifa a<i)M nglftiTn 

ami'll ; 

(■*T) ^<^41 ^a i H '>pTJr'aTyi^4'j3%'^FT 7^fH^ ?t6 '^^7TTgT^afl5%PaH'Ti:^^^lTaFft pHtfldH qi<ril M'll^n ^IPETTf^tT#! 

% ^far ■^TIFTT ^ "nFIFlT ^ ■?!%; 

(w) ^raft: ■47 7?iwr^ ■JfiT hr) ■451 TnsnfPn ■>^ifti<; sftr 

0^) p!ftP’^7*lT^''aT^3ag5RT^7T^T?WFTPf'l^ -qiftill 



[MFTII— 
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Tien— 

^0.20 ^ Pl^t ijf; 

(■?5f) WTT'^; 

("n) <:iic^ ^.si ti^n lit I 

38. wtrrm'qifiraf’qTf^T^^— 

T^^tTT ^ '^ei ^sti\*H I 

^ ■hThhIU| sffT 19S6%'3W«if%3T^^'#ll 

39. TjtnTff i|<jlRrl?W ^*>1 «II'PTO ilTT^?-1 

3TftTf¥m, 1958 (l958'q)T44) ■q«TT^Vlf^-q|3m'=TM'qTlft'^^WtTI -31113311 ; 

■'111^ qifu|'»q iRq^H 1958, (l958'qiT44) ^qro243-^'f' 3mi>J|qiflf srf^iqiKl d-*1 -qi^lril^^3W!11T 

'MMIMii ^ '^ini % sRmii % 'tili 28^■^tl^R'39^1®!^ 1250 TcTiit"^ "•mi 

^ <^icVT'^ Cl'"! '-11^1 win SKI 'IR'^5'1 Pi*^Rif<ao "97 3i^jth tlltioi %— 

('qr) hIh 4n^ ^ 28fiTqi °Hf^*il 'qJT ■nfT f^rT% 'jICi'ji 'qil di^Ti -qt^t -^1 j^iiii -qil -^i ■stt 

3?1^ 

(■ja) aT=^ Tiff nil WHiuisbof sif^iBBTTt'sro, "5^ Piq'qqi ^aifinifiin : 

■ 33 ^#1 % ^'^'SF '!?!T ■ar>5' (-q?) ■srsne-qr'^Wt-qT^'^if ■qit'OT ■?iTT^'=Tiff'#TT'#'^'qraail'4* 

fnr=l^ ^ ^ 32 f^'^'l'ft'« -=1?! nnil f I 

40. ^ |[RT TS^t "aF ^ -Olll^rw—t!?fl ■^' -qfa ■qtfNf m W1 nil t Tfr 

-q^-41 npi-qi?^ 

41. vHrlMMT qi'^'Jl qi ^<5m^ (iMH( *14, ^hO ’^tT <»ii|i^'V’'1Tni«S'«T^—(, 1 ) -q^-n% M^'31 

^ ^FT qi^ >^'n\, ^ ^FI '♦>4'4 qiT^ ^ 4i'4*1T 4+1^o^ici qi+%^ wii ^311 ^rllH+ ^ 

oti4'ti TfFrq Rti+il 3i^ nr^rqn 'qit, nil -^^Ifti^w ^ -qilq^ ^ f^^i i^l+i -qn -q^q '+>+ Tin qi'fq mil qil'n qr 


(2) ■^■F3lnTmqi+qr'^-jlft=mmqilq^-^f^l^FTilnq7qq?iliqTqlqqnqFqq^qil7TTi 


(3) -^TT^T^ff-qTqnfqi-mq^ T^rwn^lqmCTnT^T^Tm:) 


42.w^3^lTltcfjt^iiTiraq3fh:'3q^iTOf—(i )-^mnR3qiq-^^r5ll7m1qqnq^-^^^niqmH%'isFilq5l 
'^4n-'Hi TTqrffRT rat'll '’im.'ii; 

qH qil^ qm 30 fern ^ arnPiqi -ml m -Srfrf^iqq qr 2500 1^ ^ smflw q+l -fr^rdqq qr ml q 
^ jlRiH*4 qnqqqqq^ qr^ f^+ii nTerqmqHI jVii 1 


(2) fmnl Jid'Hi'i "'^ ^■'jq ^jlRn'MH Pimi^nn^%qqqKi^nf^TqH% <ai^, ^qlf - 
faqmnqnr I 


rqrq^-^qqqq 


( 3 )qqf^ ( 2 ), ■^rfrf^mqnaqqraqq^qi^-^'^^t+^qitqn^mff’^nil'piilqqll-sqq^ %q?qiq,f^fq^ 

qqq -Ji -qr q^i %qqi qqqf, -qr ■ftqrrn vr 1 ^ % srqlqn ^ 1 ^ qr arm y^nT % -feq f -nil 'SRi 
q yilfl Rt f^nmt 3lli:-5R^-^'^%^Rqlqmtfl:'qT%%qTqRi,iiqq'gTftRi-qq'^qmqRfliqTnTiqT'|i 
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(4) (2 ) tIEtT 

(^) *t)i*iT ^ -^(^*+1 ^ 72 'Htil ^'I'li 

(13) cW i5(i<i^ % "4 Eeh '^inl I 

(5) (2), ■5753^^31 71 ^-ait^ 

3fE w?f "art - 5 ^ Erw w TtR #qT3^i % ^ , ’31 ^ wi ■apt #RTaif % 

'%rT 3T^Etf^ 'JiiMj %■ hR'uj'I TFI ■gE T^, 'hRi '’ici'^i'if % ?«b 3331^ % 

■? si’E■arCT^FTTit 3Tf%r3>^K5 'tEtt cnqi^ '^3T3% 

'?*1FT % Rnk, ■(.'Hidl lit 'Wcl ’¥ I 

(6) ITntEET’^TTaT^W'TPTf^^TfwT (3) ^ ^mPh'-W (4) '3T (S) ?RT dMpl-MM (2) 

’T^’^, TjsT^ 'hift '31 su'd 'iici'Hii'f '^it cilT^l'tt f^<H*Hl '3iT1T^ n't^ ^^hicii 'JI>i1 

33) <ai^ sfE ?3)l''>33rT?ftw3W^ t33T^3tT3T I 

43. 'aicit<H^ 01)1 flldl—^<7)')il'1 "aPf '^^f3T33 3)1, ^3T% Will % ■<f'H '31 

■rT;3J35'3T3!ETf3?3T’|, ■3T'pf33 33 ■%'5ntt3 3Tg^f37^'3T5T3T3 333E^3T 333 33Rt 3Tftl3nft33 W^3n 
33T3I3tT^%— 

(3)) "31 ^ y^^Rnci ^ ^4!ill'3tr 3)1 <l3)3IH Rm, wtt ♦h*33j^ '^')|1')('miPihi *<<cfl 'illdl 

(73) 33 337 313 337 % ?3f ■^’■^'?tfEr33 ttT ^?rfm3 3T73 f, 31^3^ 35t 3tE ^ 31^ TI3t'5R, ftT3T3 

133731^ 3)t 311^3 %3^ Tl^ ^3Rt ■f 3ttT’33^3T^WTTE’3T?t'¥3T^% 3T^3T y<R33'33'^3'<; <.731 qidl %; 3flT3T3 
3t 33^ ^ 37r3I3#lT Tt 3T37T%3^^#3 333^337'^ 33 f3 337TT'^'^^t%33 37T31337 33^3^ 

3T3TT 33337 ■'^‘ 3?t 3T 3?t 33^’ "5^ 33; TSfTi: ^^3 3731 1; 

317515^ (3) %333Wt■%a^7^t3 7a^■^ 33^313'*3Tt 37f337Kt, <737^ 37t 7733^ % 1^33,31 33331^ 37331 
3^7S[3T3Tf3%'^?tf^f33 7^ 37?T373T ^7JiT^3T3337t'333^ %33E!13%iElE 3TT373373*tt^‘37t 7|^3373T 
3T 33^ 31^ 75'^33T 33731't'; 

(3) 3^37T^313(1 33%f33T37n3%Tt33T37K'Sr3T3 PdfTd f^33 3^ 37fkl37Rt W ^ 

3 ft 3ltW3T3 3ftOT333713 37t Wr331 7 ^ 377 : #3i'^3tk 'RlRsni '^’33 mhiPjih 371 f331331 ^-qj 

WET ■^?tf^133 333 7^'T'RI T^t33337OT 3T^3lftEI 33711 371 ?31T3’3Tf^ 333311; 

(3) 3131313%fSf7lff'^t7^fiqtrr3-qTEf^qi^En3^''^?tf3m 333371 ^l-ii ^WlRin t, 33 03) 

3^37)311331313 337%, 33lfwf3, '^33^^37, 31331 Pbf3.3 3713^813, 73TO (3) %311%f3T33 %Q,33. 
arl^Tld %I ^l^itf^’^^rflT33333 3ltai73 3337W 3)t 3317131 3lff 371 f?T31731313% fEtftg3 T^f 33 3r3lf% 3^ 
3711%131131% 33 ■^r^f%33 73131^ t; 

(3^) 31^■^■jrtElTqTi'313®%%■ 33 '^ 333 371^'^'%3 3%T£i 3373 ^31% 3133 313131333 337 37733 % 31 T?^’^t37% 
4(13 37^ 31737 'll I y,' 11 313 337%' — 

(i) '333131331 ■%13%3tt 37)1373313■^71^'^; ■31 

(ii) 1573 ^ ( 75 ^) 373)3 Pi^37 1 SlfqqTTl) '371 '53 37733 7^1 337333 3353 3^ 371 ■%n 3mi % 3% 3T33t%1 

^S^Ytrl3 3 31^ 3l)!33 3M4)l'i?i 37) W337 33 33) %)f, 3(rimd3f, 373-37a|f 3% 377:3 3Fif '377 ■%% 

anqvqnh HH ^IT TjirtjT^ 3%T3 371 IEtt^T 3% ■^%7, 3MI4d3, 33-'37Til sffl 3TW 3FT ■^ljt%33 37^1 'gTRT 
^337 37131 37)33 3)331 3753 3 ^ 371 3 ) 75113 )% 31% 37%3'313 375773 1353 33^33 331333^ 

3731% 371% 3% '311313 ^ 37W 3% '%’ ■%^t%33 3F3 't; 

(3) 753? (3) 317!!ri=: (3) Tqnsn^ (^) ^ 37*f)3 331333 %% 3133 31)3373) %)) -^Rf 377 1%3T 3% %% 

%37lf7^'377 717%31 ■ 3 ) 315331 )% ^37), W13 '3T'3% ■%r533 '3315 773% ■)%, 37131337'^; 

(1?) 73375(3), (3) 3% (75)'% f3f^3711333%133T33)■33131^71111131-31^7733-773331 %7'7^-l?137R5IlTf%33 
37)77 3131 311),; 



13 


[»3mn—i3rj^3(i)] ^ TTsm : 

'Jici'Hii ^ ^ 3^1^3p*T*?I 'inti^ii'1 ^ ^ ^ ’^f'M ^— 

(l) ^ ci*t), q'['ti ^ 90 ^tTl^lti^. q4'^ ciici 51SI 15 ^cl*ilii< 

’tIw wijt,3 T«ir^^^ 90 ^ 

W w<ni ^simr t; w 

(ii) 3J^lf3Tf TT^, '^311 M'Tilsf! 'Jlini % 'ih^ 'Pf gKl Sl^f^RT■^; 

^T^TpRl MTII ^n^lotilil, O'^S (^), (^) {W) % HHI'J11I'4 ^Rih 33^511’^*nPTnftl^iTp¥tnT’^T^ 

3r>s('n)%a3#TTr?fV3r3?P3^'^%'5q?T3Rpm3rT^^iPr3Tw^i 

44. ■^^jtf^Rnr■9 P sHt —( 1) 335^ '*fP Spr ■S<n,ii Shqf^n ’fP?! sfp 'Jpt hi^hI 

( 2 ) ^5^Id4*1 4?! <rl9l^ '4T ■anti^ Pf y^'Ki '*T'Ti Hl?^ 3?p 3^=4 31TPT4 q^nn; 3lRiFtW"i sfp "4 qicrl 'pfP I 

45. 3Tr drt<l^ ^ TCnpT «f>t ^rfl?T IJ^tf^tJlPr^t.—'Ji'it ^^Ri'hh 45^ ^ 3irf*-4 tti< ^ '3111^ ttI 

diS^ '41 3(1-(.li ■?T*44> IT^roiT 414 4p "4143^ 3?h;, 4^; "3^ Tl4r P^ WO] 4t "^RT 4T 3F4 314PW 4^414? % ^4if sfp <aiql 4?r 
44T 4*Tf d^ 4T 41?^ 4!t ’5341 44; WK f^4r 'Jilt'll I 

46. '4ti4l'1'% 4>el<*) 4T 3i*ngrt U4iiyi, 33^4 3^iT 8Jff4PT'4n' Tlfrl^tl.—43p, 4^4 4T 43 ftRTp 

P5tftl44 44 474^114141 T?T■^41’^ 4^443 4i45?I4r43 '^434'^ 4%4 

f4)4T 4T3FI 4T RtUrfl 4444?!'33p3T3p ^ 'fla< Pfi3p4414144^^ 4T ^^Pi44 4T4RT34% Riy, h'hI'i f4i4T4T 3?T '^, 

41 PrPlitH4 3ff3 *J3P1T4 % f^r 4it^ 3Tp4, 3T4FJ4 44471, 4JJ4, '(4413134^ 4T 344 41^14 33^414 4^ fW 44374; 

43^ W pT44 4p Rutil 4RT '344lfPf4 44^ 43 441314 (4tp3714) 47fl4 44 44t4 PlpTS pl'ii I 

47. 4T (^|^H SlPt S^IT U<4 iIVI 4il —pF3Tt 4pT 41 3314 43T4T4 43 31^ 41'4431^ 

T^l3H3T^3T4^43 3^k3m3l^44314i%33n^‘4I?^PfW'^'?rt^l4^ 434lff 'Jl|fll4T'34p'^ Pl'+ld HCf Pd^l Jllfll 4413314! 
3lt3^■^3^14 44f^44;4lff 44ft4T4im3^j3, 3nmi^4pW^\ 44 44144443%^'01^47^44n4'544 4^4RPr4T 
4143, 4T 33 ^ 4144T4 ^ 4)31^ 43 41 %33 34H 43 ■^?t%44 4p 344^ 4T 4431^ 31 ^ 1441 ^ 4% 4tH3 ^ Vl43 4iti 344 

41 '^BiH 44471 ^3414 4^ 3ft4T 41%^: 

43^ ^31 P144 4p 4il^ 414— 

(i) ■ 34 Pt%','fl4lfi41 3444444■344i34if4it,'3fr^^T^'3344133^41Plfp4’^4134144f%’34^1 

^d4Vi^d 4F444 !il^d4'4!ff'^ 31»b4l4T, 3l?l34*f4^ '^^fd44 4p47nP, %ft 3314'^ 4#4 43 WJ,4lff 

(ii) 3p(y41^33^7itf^7T4f%33t%, 4%% 334 %41441^1 ^4144134)31351% 3%4*4 4441 313i 44 Plig4 

4)33)41 3341^1pl'5%4f 4I'^P3^ 4)33)’;^%’'^%3TT^4 45)4^ ■^. PlfPll'^' 3f)3 34r)4^ 

iff % 34^ W(d-Ul ' lld 4m4i m^d4 4yf 1^44411, 3p3#4n44'4I^404 333443^ 33^4)%! 31*44)4 31^^ 
^14 PlPlft'y 33^^33) % 33^434 "ff Tisff 4^ '^, 4)4 411 ’3431^ 41 '33145) '3341^ 4lt 4)4) I 

48. 31%mT441 4IT%4f ISRT 344)4 '3391 4441.—^?t%44 4l) 443nf '41 3341^ '44 3^ 44T4r3) Pf 

3 lf* Hy il H4( 34)44 4^% *441 "P 331'4443'P 3^ 4in(i) % ^44(1 '^341 ontii'i f4T41'413%, 33 ) 34 )^ 4*) 41'^ 4) 'Jld4l'i ^ 

PrOpfi ( 34 )^) 41)'4% ■ 44 3341 ■ 414711 1 

49. i)<1RH44 ^ %%*4 47ff^^-HTO3?f4 413^t|TpT^4H.—(1) 4*)4141lP#?144, 4*) 35-414*i4 
^ jlPd^M ^~44 • 4711 'll)441414'43 4ifl'CTlir 41Hii|| 4'33T^ foni\ 4l)'444 %4T '44^411 

( 2 ) ;g;i 5 q rH 444 ) ', RnRan 31T^ Pro) PlP'IV 33pfl414?! ■ 34 PT 44 ( 1 ) '^ 4444f ^ Pl^ 11)3 43 3) '44141 't ’4)^ 

4*) 41 ^ j)RH4H 344-344'4*f 351 '414*f 4 ■^?)fd444l)'?14l^"qT'3431^ ^fdl^ 'g44T-'^441 3%■gf4=T41?4331^ 3l)34*4) '4i) 
■’31^3414)) *T^ I 

50. 'qp^4f^ 44 ; l ) j)rdMM 4F;T'3T^31Pt ^ 4^4^.—'®r?)%44 4 t) Pt44 16 % 3mP 144 (1) 3p3 (2) P’ 

PlPlf^ 444 43 34414 f^'wt 441%3T4TT 4444343)S34 3441410^’ 334lf*ne Pl4*if ^ 3T^3114 iP’ 44f%4T 
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THE GAZETTE OF IN DIA EXTRAOR DI NARY _ [PartII— Sec. 3(i)] 

■wi, WTTl 16^ (1)% ST^fPl 3f|T 3TKqET 2 ■^nit 

[^hmI ■^', ^Tt^TRT VI' 'f I 


WfI-3 

TsT 1T2VTT 

si.'CTHjiT^rr.—(i) ^ ’iFT'V'pT^'V’4^4^'^%'?f^'^fV=r'^'jtfV^VTO^'V3WT'Vn3PTf i 
(2)'3r!I'n^'53T'HETV ■5^I3T?3 TFtV'HFT 2 VVIVl^ HFT'V 3TgT^ 

fVy. ■’Tl^ ■fWI 'Vt '^TFT^VI' ifint I 

52. ■mH‘'>7T’^'FTit’qT5fl‘'>7l^ 'SRT'aift ?l^.—'^ITT SrfWPT, 1958 (1958 ^44) V W 

Vt’TfVl W'qT'=T'?Tt ■5rjir'^fVpTirrV'V7TSKf’Tt'?FV'5rj3l^'Pl=T flsjlPN'lH ^ mRbIPH fWT 29, 30, 39 Vk 45 60 (VV 

VI <rlP-MfVin gy,) V ^SHSfVf 'V fV'HI ^<+101 % 1 

53. ''4ft5l?V% f?^3l^7(in3tf4lct)dHtTraT.—enHw h 1<1 MRq54 3lfWn, 1958 ( 195844) ■^' wVt'IlfVT'^ 

'l^lRrqH'^ 9Re(54 'fWT 29, 30, 39 VU 54 

^160 (l^Fll V'OTVtif 'Vri'^ rN^-IH -VI-qi^— 

( ^) 'Ii'll -Hll VI ■^, VjIftTET q51 fil'l 5<tll 'm -feV r=h'-ll J1|I\ •S'l^M qq-l TETRI ^f V HV^in '^TRRR 'VI 

'3|;J^'<1 fc(P1 arPl^'^VI; TH 

(15) RN'RRl^T3imR'VllI?n^\ T^nr^TT^arffeRTR-^l 

54. iVl'Vi <=(t('1.—(1 )tTt|-^% V ■^=6 -V 'il'^ ir®l <l'4i -ipl fV^i 'Jilt'll '4'*^ 

TRiiV 15P5'^l?1JIW'lR-4) (^f-dl^dO rVI’I 

(2) W^(l)^’i¥i^1TwVf'^''^ 3TT^,13rTW?PTin 1TRH^T:|i| T|inil(3ftT-^ WlVf-^' 3IT^> trsflV 

Vqc4 'FI^ ■^iftyj 'H«liflVl ''R“Pl'f*1 i1TslfVil clll ’iiftii, +is||<lVl '^’ '^vRR'VV 

•^nllV afiT < ? Ti V 1 ^^ E»iR TiVl RT ara wa iVl g i VI gig'd ■jiidl j |' 4lH3 V ^ ^ n %7;Vfl|, 

TtiV ^ 

55. 'HC^^'S' V) —V?fl '111 ^-IVrItVI'^JRFTrI "4 SR <f%4 VlR -S 'SKr^I'S, '?T’’41 Hill -SR ifFfT 'dlR 

iiR^'^’GrRr (aiTOi:"tiF) ■V'#rV tjtV'^ nfVf V-IVii t^irt^'I', IVr'IVri ^iipn, VkV'T^s cri) Itr 

IV^-^ -HR IT R I ' «R^^5 •gl^Tfl ('TT) '^HlVlTtETI^'^iRV uRRTrI'^‘ ■JWrW, SEtt^trI ^TRRRl'^f 

'i<6<ti^5 —(TR-Vyr) -V TSF -^VIrViV VItctri li’-m '«iir?ij,i 

56. 3TPT, U* 'l ? 1 aftr 43 T 'qfrR^.—( iI'R^'sfV Rfl'TlfR ^ JIHRH 'V -fWI Rl RR Ri: 

fRRRf RIR -RERIV ■pRf^ RR -^i, IVrI VITTFR 'BFl 3RT^ y^ilVI Vll \*JTR 31^RKT tVI "^RT I 
(2) IWl -91 VIrFTRRTO liR-RoN ' -V fVgV RR V TISTISIRTIII 

57. 3lPR?Tr*raif'^’araTCn',—V^'lRH^HRimRoiS'l'RRV'RI^ 'JlNTlHT^gRq-?*Tpif T Vr-RR l RiVI 3IR'Vl 

■^^tV-V fVlj; ■gsRTRT'^ RfRVnRiRTlil'anVll'tTRR^ vnTT-^-^TprT-VTqR V RfVWRFR^RTTVl 

58. ^TIT h1a< V^lftmVRF^V%T^fV^?R^fVVtIRlVl3:RTI RRRTrVtRRRtV RT 

i) jIfaR R RUR^ITR ■RRv IVRT’^JIRTniRTRRRifV'V -rI^ ■RT'5154 PihTi'R -SRI aijVirc;^ tWI 3ER Mwil FtIVr I 

59. WT7IT M | .i< 'jIHRHT gUqflH. — ^ s^' I RhRH VrFR VIVr; MRRR^fWRRlVTIRIT rrrirrtrtrrrI 

TR i|j l R4RH -!RRIPT7RRTRr R# [Vr I 't)HJ.<l |TJR-ffyfVVVl^ RT^VIr VrT-^IW IrRRRI W -fWI SER RIRtH ^ VfVlT 

Riff VftT— 

(Ri) fVRl'V j l faR RR1T'RFR'RT'?il'’|RRi RiRlilV j| 'ff'fVRI RlRll'Vl fV <1^ ■Hifpi^3ilT'JfVi°ilMcn1 VItti 'RR 

RT’SnR’ff fVRTRIRTRfVRV-RRRWlVRT^ 54 V rWr (2) V 31^ t RT 1 rRR 60 V 

^Hi "91 IVRI 'TIR'm; 



[HFTii— 
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C^) "*[1 4 31^ ■pppT 5 ■3T^^'T ’^JITT^TT I 

(■^) "31^ WtTT'JFt'^TO^ ■^■3?ra^ ^XUftnff^TT’opT 17T ^^ ■p; iff'M afflfelft 

'll y^flK % 3r^)I7I SlP-l '!^)T MtftM «ti<^ % ^ r°l?lM '^°ll°l*41^*11 «1<cfl 'JIH^'H, Rt)'H"l '^, 

ft^-5rW?T'^’!PiW'«PT^%TJi4'q^ wf 'Ullf'll 'fqr-qF’WTPT’oir*? 

^J'Ki % sftr <SIICll nil'll «1'i ^ Kff, ^ “C^ '|i^ ^ I 

W ■^IT^ PtHRiRan ■ynff f^F’lT ^ IWiTIT :— 

(^) l*itlT wfinl "ff '*rf ^^% 50 ■JffiTTUTarPro■=T^ ■qifty, afk a<H«w A-^m pr THiR 
'PfiRT '>1111 tuffeii!,P f hIh ■% "flotpi ■ff «til^ '^ITOTR H'^ 7TRT nln IT55 Mil % Riy, aT^jV^R R iff 'STIR; 

^ ’pT^R’R'TPT RT J^trWTT ^ p TIST^ 'jqI°('Hlfl‘ii «i<nl ^; 

(R) %=TRRT'W f^nnR OTTTO aiKWr 3T^ ^ ij 4 1%PTf TW ^ 

» 

(R) wl'i.i % Pi^tiii HI1RI iiftiti 'ii<ii^ isrH'i °iic^ <aci\Rff afn tnn anctiPio % fciy, +15'll ^^f'n ilfd^ 
d'lm '>in^''l I 

61. *4i'i gm mRcici <*n ^<1^?—i^i'tIff R)T nfiqci H'K a^ti 'hii'^* i^7 Pti'Hi 'Jim,‘ii 'JI'M o^ti Pi*^RiRan 

('^) fl lei— 

(i) 200fel^^RRnRn:^'F3h?T%tl^'^'f^'WTT;'^^T^%^Nt^'^^3lRR^’^Mpalk'Rt71 

■RT 

(ii) 2001^■«ift a^RT%■#?RP; ■^’■^TT, arflwaifRHFifh^Wf^R«f) 

'^5T<1H RT ftiRT "atT IRFin %; '*11 

(iii) iof^'«Ft ^rRm^'?ftmR;1^'^'ftRi^3Tn3RT, f^RRtrarfM^-^grftRFU: 

ftiRT ^ %; 

(13) ^nff RT ■Jiff yi^^Ml'iff'b ■^JtlXITft afVl^Ft^ Rt ^ RT ftRRPT % '+i(l'=t) RT'^ 

•Mill'll; 

(R) iNiTfFlT^JWRpff^W^'^'^Vl-2'4t^%R^, lT>t(T ^ ^JRTRPT ^ 

1T?IT ■^' 'ff ■f^, ^ RT fer Riff aiV 

(■ST) ■RH % ■'RIRT ■qi ■qrf^''3)1 WR ■PfRTT ■^miTT I 

«inT4 

lIHf ^ iJfTntMD-iliH 

62. ■cRPJ^’jtRT—■p RTR%3q^lR^RfMfM'^^ftm'^qfT:RFR%ftTRTR'^^?tf^TRR%’STT^'^'JRT^’^RftRlTRRT 
CTI'J^cf'*)— 

(■5fT) 7!nf-!F’^?H%RFT’3if’RTRT'>^ 100 arf^Rp-q-^ afR-fspiff 3 T^r 4’RTI'RpT’^’^FR ’PWR 67 %'RqRRf 

% artffR TFlf ■p; 

(13) ^ ■3(1 w ■«T^'sro WR fRRTf ■sri RR I 

63. ■^f^TlTT—(1 ) iJRFf ■^'Ijp ■qftRFR■%■%(;RpR Mrilsb'S'+ 'RTRIIlffiTai^^J^’ff arf^T^rffem aT^aSiaff 

^arpR-Rpumt^ aflT1l|iimt^ReTT’RRiTR^qTfaTRf3frqTiJmJ7RW^RiR^qiFR%#f Rif’^ riRRRipT RiRan ■^‘ arpif^ 
Pt)*ii ■qiRT; 
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hRI^RimI''J ink'll, ^^ PVv'ifT^ tsls ^^'ii I 3T^ 

;sn?T%w!T, mI t % 3^^ w?**’' ski %vftqc h 

«(ai^ ■^" '<JFT5[PI Riff'll I 

(2) "giSfT RiPi?iti«6 h^’siib^ftPiMifliOT®(k’qpT%^RI'H Tt3ii<lR)nf^r^TT■fin'll i"^ 

■sq’ft’^a^k 500 aiVi a^l<lT^I%3^|\^sl'Jil' lOOT^ 

RurMiV^h w^wsfip wpft I aigql^ Tnfhsf 

w TfiTT aftr #3 sT^rfli % I 

(3) ■qft’gT^rRPTW'^m, ■^tPpR ( 2) % SRpht a;T^^ w?!^ 

"gR^, fa' *<>!ii[V^fn, *iM "gTOn PtiI^ • 1, ^pfRF^jRw ■sr^sff %3Tg^’i^ 

^ -qF aT3J7lTrT'®RtnT 3^k'3^1^TI'F3fftr''Ft Tt»Pf ^ 'SfiT I 

64. ^f^sfnmi—(1) WHFT-Sf “?^-qn%’iFTWT^’' ij.4i ^RwqTft5^'it?45 44{'=Ti!l, 

TTKIT^'SfPf Mt’4ft#'TT'4^314 ?<H y^ill ci'ii*Hi '3iii<*iiPq^ll^'-i *inm fqP»iH PfepJ<i1 

% HIHflfPT % 3RFf?T 3Tg?RT f I 

(2) ^ ■?f5: ^ ^Fnn, wr ^ ^ ^ sftr iri la ^ w^' 97 yRi^in ^ 

^ 98 yP4?KT #Tt 1 

(3) cfarsT^-'^'ait'g^:wft^«iwm25 P^bieiltiVi qiy*ii'i'5^:y*i(n< 

%TnTT^^' » l .^«h< |^^i^' Tir?5Of ^60<^l '^3lf^'^#ft^RF<Hl^«6 qg^ln amis fatll':^3< ^ 3Tfaa? 

^#tIi 

(4) t^TTR-af pql^atfi'%artft^ 

^ -i^ % RPT % %[I 3T^5nTT 3lf^Wl '*in: 3?k ■*TR % 3<4<n^ ■*TR % ■^Tp«t % STtR 

65. 31’‘tl ’£'=6 ^hii' a?T y^l'i fatfl 3F? 

■j^%f^iqR-^-R(7qTWTTT’5r®f'5W r4*i!<«FW<l P^flRaa'^t Rlf^'yq P«ti4T3ITlI I 

RR % ■?n'T ■#[ 411^1111 

( 2 ) ■HW ^ ^^ ^ ^ ^ 

■3R^7^T3^k^33^T■^3#^a7'^^TC'^■4^ Mliy.'ll I 

^ ^ ^ 3IMT«TOMt ^ ^ ^ I 

w ^’TO T^T 13?tT ^ ^ TT«B 3^ ^ ^ ^ ^ ^ ^ 

f TTt ^ ^ ^ TO -sTt ^ ^ ^ ^ ^ ^ ^ ' 







[MFTII— 


VrRT ^ ; 3TOraR^ 


17 


(10) f'll ^‘H*! ^5 '^S'l SiTRTTT ^ 3Tftl^'^, e<il^ ^‘Jti ^(rl< ^Isi 'JIIij'ii I 

(11) ?oh %■ ^Hi*) 'jsi '^■SIT '♦'1^ ct'=h 'Hil' «<«i1 *!(|(^ ^ ^1n< f^cii ^^TJsn'TTRT -11^ "^^TFIT 

'Jiii<'ii I 

67. U^'Jt ^ mRciS'I Hrli^ MH — ( 1 )'^RT 31^^’^TFT f^R? ■'IT "STj*! ^ ^ 

■'SIFT, H'H®^n cl'ii sltr "3^1% f^iil TT*1T ■'JM VFT '^ii^ ^'1, 3?1 t -Bi-cfjJl TUT ^i^mi I 

( 2 ) ■'T^-'^rfrlTT 41'il, ’1'iiCll 3^^ 'iirsnl ’'ffl 't?ii ^ ■hii ■% fViii^l 3fk 'j'w 'TTT^jhPi'^h (1 ) ^ ■T?!' 

WJ^'3^ el'll HTT ^ ■4M ■^ TTT®? ■^rftiTTT ■(«'H TfllTlT% I 

(3) Tnit ^Tr%3Tt 5^ y "6iT ^ Pd' ll '^I4;'ii nipD % 'in ^ Pd'1i<1 ^ '^'O'hi'i ^ «(ie< ^ Pi'D'! T^ I 

(4 ) H^'ii 'f»T==T l;jlPi'i*i ■^ ■^ Pd« 1 '^TH ■& TTcR3 ^(ri< '•1?1 ^ 'jiMI 'jii'T'II I 

68. ^t^*RT miH""I sjlPi'i*' ^ "lei ^f?TH pDtfl 2'D ^TH ^ TfG'D 'li’i ^ ^ 'D'^’ITI ^ ^ 

ci*I ^I'D leT Pdhi 'Jlf'T'rt n't) Pd ^ii w'Dii ^ ''cii'hi 'i'll IT^'Sl 'R l^Pn't't %<nr‘j^ 5II firi^ Pi'H'hI 

a^tr TTT*T’Trj’T HRqen ^ qi^l Piq*il 3 i;jhi(1'1 I 

69. 3RTT i(^4Tf ■% c(6'1 *♦>■ 'W qen '*Dtcl tt't't 'Hin 'ff PdRI TRT % Riqi'4 

RfRTT WT37TT^ "guT pHpafl ■^' hPiPiva: miPi^a PTRTT''3m7 i 

70. nvOn Tjiifciti —(i)'0FfT3'5rg'n'%Ri=T-^?lfem^i5r^'F'^rjTf?m^f^^t^tR3RR'^'R^^ 

^ 'tR®i54 '^!ft% ■p=n^ yg'w rttN -HiPrifl ■^— 

(i) TTTFT ^ '#11 -gufeH; 

(ii) -pTWIT^, ■^«TTfwPl, 'IK ■g^’trro'THR^ ■#ru ^ItT ‘ftFI KT5iiT TTKT TTIKtil ^ KkRtT TJR "K!: ijlKT 

^Klfini I K¥ 'VIkT "KT ■37KT^ arfKWTK ■qi ■pTT^ ■*DTKT'iflTI ■«TT WKT ■#1^ KTti'TIKTK 'Ki, 

(iii) fqWTKK) ■qi^'^'KlK 37gifr1^'Tg#TT^lKKT'7W'^'’KTfin7: 

(iv) Pivi*^*6 ■qr tii5<lDK Pi«Dw^' M.&P1 arwq^ijtKi -qiRk,; 

(v) ■|*4K'KT^ ST^TtflTK (■trqrT'T^) ■^■KTK'aMTKTftt3''>KITWTTFKTT3K1'#F’qTf^qT'KW#f?T'^^^*'5fKlK7ft^^ 

Ifn4 ■qK^'KTKn ■KTg^TtKKT, f% K# ■KT*!!^^ ■f^ KKT ft afR ■'’KT^ qil ■5'nK ■qrt aiR 't^P "ttrItk ^ 
■fwTpT'^ ■TtqTTU^^ 'KK^ ‘UKT^tKl 'qiRi'l 

('vi) ■qrq ■qn qici'D ■qr^ '^"Iciqi kt^ PiPIti eln ''tiPe'r )ii*tT ■i+i'Dl Pits'll Pas=D), qp; srjKtf^ '^, '^Pl me 'qR^K vlvl ^ 

■^qit 7*nK ■qr, "RF Kt PfiKT isn TTW ■f^ ’Kimr KTSiT sftT f'JTT, KKlft^Tpr, tqi KT HK TiqT 

^TpKTttW^rtK^'SKT, ^pif) tqi'qT KK■grt W 1E%ijt, 

( 2 j yol'D "KIK K)T "^113 ctK), 'ill ■% ^icTD 'qFJiT % Pits'! 'HIK "R" ?KTT "ift Tit— 

(■qr) KF’TKitf^WTKnifrTT, ■5K'qqTK'^pTpfq’#TI'3eF'?K’qqTK’^1WqiKqT’FtKT%'qtt^ aiyir'l'D hPR'D^^ RTK 

'iTTK, sftr KF ^ ■qKTT o^qRqrr ■Krjfeq ^«ttk ^ ’^3717 'Pnr Pfr^ ■^tt ■k%; afP 

(T?) TTJi^-eit^-JtTTtKKT'TTTTqK Kqqtf-^-^Tf%q’?ttU"qTl%l7’qtq KTI^BK'qTTn^’HKT^Ktt'^^TKJaqT-^ 

(3) KtiKT^ s^lPl'in ^ ^ 'KT ti'lHHl'^t K^^KKRt 

?!fT7^ TcjfPT Tjj; TTfTi -pKn "KT%i7 sftT KF TK’^:T'RT 3ifqu '?tKl ■Riley,I 


( 4 ) ■fqRTtKTTT’ltT^’P; Kt, 34 ptqH (I) % (it 'fltr (iii) "ql ts'r^T vJhPi'I'i ( 1 ) ^ (3 I WIK 

%)^7T17T)^'qRTRTff55"t)l'!| PDiT-ei! q|r! ^•'lI'Dl'^ll alR‘sn^KRt %‘TT'j'JTpT=1 ■q^tPwTKT 

HpeieH ■qlt ■HTg,’=T^ "(fftt I 

71. K^K l^PMqq'^'PlH KT 'is'd hi'I '^T HpqF"'1KK%’^ y'^'Kl IqRlTqTqK. P^trK 

■^T=rr iff "11131 't', "qp! ttrutt ■rt ^ Psi^n ■q'l! qitni "dI^ it=t ’T’k^k ■rftt iff— 


1)142 r.l 200 —2 h 
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(ii) :— 

(iii) ^ ('^^<;<) ■'f^3fI7 4^ftlc j|*m ^h%'*( ici°t) 

^ wft -mfe'itefi'5^ aim ■STT ■?!%; 

(iv) ^PT% aiR 5 'ii’i 5f)i-Hii4e; % mRtT ■^tR '5^ T iffj a^^RtRlTT ■WTMTW MBbK % ifT^ 

: 

■3T^ PT ■jTI ^ R'w sTfrmm ^ sik % 

^ TTHTHr % RwpJT % ^ ^ I 

wg #T %Rpw^ (i) afrtTsrs' (ii) % d'pj's (^) ^ ■on^ % 

Tr%5BT»4 3pT^WT'R3ig^^4‘'?)T^'aik^?ig^*%%^'5f^'Rf»T=i'*rff #ti 

72. sifRiyrP^ % TTRHf'^n''^inTr ^sfHT—'?i^ ^pr 

3#WR % %cr T^sff ■gw 3 tRwr!F (10 f^rerPTR'TOR'R'^PTg^) w^r R'alR: Iwft-R'w ■^^iftt 

^tfeit ■R ■gTT^ %'^ '414.'il I gti^ 3iRifl.=ro Min % ■^Icioti "R tii^n 1 RtiMl'IlH SPRT ^IRT siR^TTlTqBfr 

'iii'Hi '^nipTT I 

73. (1) 

TsiRR^-3TtWMR%Rp!7^'^^f^ RWR^Wr^'ampft; 

■^ ^3:p%' ■5h»T i^ A' g -R wfr •^' -R -g^ ^ lit, -gigT gro w 

y'nl'ii'i ■% ■fRr^ Riiftsicl R H^ctI ^ tR STJPtf^ P^n "'P ftii Pti^l ^<Si-MTR ■%■ ’^IT M<t)ni ^ I 

( 2 ) ^pi PR^tRpPI ^ RrTRR Rurilfiic^, 'W w-s'ti hi'I ^^npi^ tT%^TW3P^^PRR 

P ■^^tf^T'PT ■R RiR ^ ^■s'<i ii'I ■R '=151 'ftcfl '^PPT Pt)<il 31^ 'Hli ■R '^■81 ^3TT'^, '?ra ci*tv ■f^^ifn^fln 7^, '37Rit ^13- 

•PTR RIPRTIHTT '^T®TT 'SRT 'R 'QTP 3^l7 ''KiRw '5111 '^li' 'JllH'D sfR 1?Nf ■?71 MPT ^'PPTPf ’R lURiffl Rlfirg I 

74 . tm ou<i^ ^ 41^111^ v<(rI^«T—< 1 Soh ii'l ^ ^jlfci'ni ^ *151 *l(cii '^>l4 ^(i tli'4'5Tpi=t= ^.sin '41!'^ 

>Hil Siinni] cdi^t ■R 'm 31FT °(i^ 7*1R 9 il'ii. 'hIii. 15 T 3FTFTT 'Jiiy^' 11 1 

3T»IRT'T^'3fI'n^ arg^fRi si’iRt afk 3RT«n’=i^ 1 

(2) '51 T■Rppt ■^PTiiryiTHT■5111 ^sj1Rri44 ■% hR<75i '^, '^it iiit'R ■ 371 %' ■R %, ■r 4 , 4 = ■^ 

iP5T^ 31^ Ri 'fRn: ■7«Tpff ■^ ■jT; ■^ipT Mw^' ■^frf^PTR ■pfinFP ■ftrR% tt ■pppff 3T%fRT arg^Rif t, 

f\^\ 

76. ^?^7IHl'’9fl‘'PI^Ti^3^lT'3fTn^lIT'fH^i8PT—(1 ) '^hRm 'tI't 4'%' ■%■ i=t5 *<ji 

-577 ■p'TH ■£p Rtsift■ piff 4h\Pl "311 fi*pfl 3T1 tH 3Tg5Rf 'PftTR■%■ 'tRiT fR’-PT 3iR'371 ’’^4 ^ ^^'IRi'hh ’^pt (r15i4 "PT’37111^ ^ Riy, 
1<yi ri'-ii'=ti 5171 RiRao "R 3i jilRi ■RfTR ‘T41 'i^ : 

Prrg -gpf Tj ■ 'Ig t fajiq ^ - 7151 ^ -qr ^371^ 1 ^ ■’■TR'47 ^ HU TRpft t'^ R?tfRPR3 tR#PR -qil qni 7 sfR 10 
'A^iRt RrT 3PpTfR Rl Affil7*h7'J| f : 

■Plig AF sfrl'f^— 

( ^ ) ^<511 3|'ii onl, "^TT wil'iii [c^<( Pin'll ■^ TH^fent R, R5T^ R 37171^ Hfl TRpfl% ; aR 


1443 Gi>2Gu 1-^ 



[Mrrll—■?5rJ5 3(i)] 


MTOT W ITSTTSf ; 


19 


(■^) ■^TH ^ <3n<i^ r=*i'41 3T^ ’WH 'TT. STFT 'Sffl' fT'^Tl' In'll I Pi ■'■11 % 

3fRFfn, ■Bpt HIT +i'5t)nl ^ 'nft j4<in % nnr^ nr fnmt ia<inl % ■sfitw arnT^nr fit i 

(2) c3^'nT'3fnT^%'i?tTPT3t7^$n)'nH'nft'^33fMii?T,aftr 

f^raupr Tnn: ffl "ni fif, MFT ’4' % Ppmf s^^fiw ?rt nit wttjft i 

(3) 'Ht *qptfl fqi41 Hl<i<nHmsi'Ji'f nitgrg;?! 

: 

Wnnnnit'^ninni^nHaiftrfnnH, 1934 (1934 n^ 22 ) %334t^-jrTn^nnftn^*%3T:];TTfW’ifni^nFf%fK^ 

^ninft w. 1 ^ m ^'I'^Tfl nit Pi4P*fn ni^rtt 1 

77. 1^4 qi ^<*\ *i wPi^*!—nit^ 

(1) qi4%f^fTtnrfnitnrfti^n^ni^nfit^niTnit^ tnr,' tf.^i i <143 ,nr^n, wtnr^>tTTf^ 
f nt ^Pivl nnitf 33hnTnnnT%'^^nr?^-f«Tnnitw'Tnni^fni3:'iit'3TT?ft'qT'5ftff!:nfif n'T^ft’^rifft, 

%'^nitiOT’if, nnnni^7Tnf%Tr»t^inif'ninFTi^nzfnit'3n: n^fw'gntnsr^fj^t^'^ '^"if arftrnrfs'^nfrfif ^rntiiniTnft^nRft 
^ftr ndfiiTiT ■^tni qe1 nn^ nritt; 

(ii) cinr f»T=t fnwt ctni’mn ■^, nft Piq4l ■% sfntn 'h ■^, ■n'f nr nr n’i 35 ni ■'tjtf^nn' nit mc i ^ ntif 

n^ 1 

78. ^JlllVn "sfTif ■% fc^n^ 'jnfnniPiql—( 1 ) 1%nt tn> nPt ^4^ nr n?TTi^ f^n ■^' n%?T nn?t nrHt 'n'nt 

it'5^lPi-4t3'WTniT?%' '^Ht sftT M^ftnfn 'JF^P^n fifnt I 

(2) wrn%■ ■stnrnrn■^f ■fit^f^TT%n?r■gnn ’jPmTrfi'TniT nRnit ■wq^wrFtnt'ln!'^4n> 4 =T nit ^■'-(n'‘^ -iT 
mr-ntfeRi 

( 3 ) ^ nm nit nr % %t 3 ; nnr^ aftr ^^tin: 3rfnf%=T #nf nr nit nr^nt n^ nntn ^nroTtr 1 wi 
■j^nr^’nr VTjnit nRirTtrarrafrnit^Ktnwfr'^n^ fiintiftnite^pTn; arfnfnEFn fit^ 1 

(4) tninH'^TCii%^ttTntnr, nn^ntfn 3ftT$n)nin%’«tf^ ^nPinn ( 2 ) A'fnf^ ^ifnintt fan) ! nrrn;ntn nr^% 

#n<R nR nr ^ ^ n?ft'Hffn n4 31^ ■'5% p;I 

(5) nrnnni^nTnrnnitnpfr^ ijftni^^nnntaftT 'Rt^nnt'SRnif '*RT^ attnl’wsit’wt nftnfif nRntnntff, 

flq qqi nfn^ qiPl attr RntnHt nit STfnn^ qct lq>qi 'Jiiu'il 1 

(6) ■^^tftmn nit3 tr«t'^'^'^ hM'sftffenit. nftt^RnrrnntnfwntTo;, fnrm n.‘^i<t4en "nTtninmnn, 

Tfenil fit^ %■<?tnnnr nr^ n;nrfnn^% Rtm wftn rtt %’jrt fR?-n^ n^pn 'Jiin'ii i 

(7) fnRft^nmnit^Rnf, 'ro^ ntfR%f^m''?nrfRnzRfn’^^nf srPr^nit'ifTnTnnnninfrt-^^jTTTRft 
ntnnnffe'HTi^ nT^nit''50'W'’^'^?tft3nR'4"'§nTn#ttRiTnnnT3|tTnitnvnTnnp;i^nitnfiT nft-nftn^^TTRnTTT % fn^gf^Rit 
■Rt RRn W '*RTt RTTR % 'tettnft 'ftft RT '^: •il'i-l Rftt 4q>'« 'A STfnnrmft tit^t qi[?u, : 

RR^ ^«q Piq'qqi, nv^ ^^fViq*i nit Riqq 3i^f '^^ftft’mR ■rJCHi^l nit niqn fiRnnit ■qitqqini nit Rt aTRs^iijifi d’cqrn ■^, 
nit 'jtRR nftr PiPiRj"ci nR RnRn % 1 

(8) |qi'4l qH % «tntnr q)*qii<t^ '^', Pny4 3iPqH RR n4 nt nn n?n tnim nm '^, nfR ^sRni armRtn 
nif^ ■Rtnn?ftPT sRtRRtni'nr f?pm RRT*t nr nifT% fit, fnRTt 3 rr n4 nn ’^^tf^tnn n^ rrt ■qi'vii 1 

79. RR^t 3lVt ■fnpT ■?t% Rinft f^R^Tsff % 'tlr TjRfRRTfRnt—Rjitthnn % 

Rftn^ % fetij tnRTt qqi'qRriq ntn nit riri^ nr '3tR(^ tm qn) q?l nit ^i^'lt Rn tmrt^’fRn nnt ntit nR f^m rrtt attr iti-O 
nittn^Rf%^'^3RnnntffnRftRRnnfn I'jRRtrnnnt'jn: RtitRnnnTRTTRRT attt’^RttnnnnrtnfjnRftfe^TnnnRtRT^nmRff 
Rm tmf fqi RRt ^nit 3tt< np^t nit ^r ^ q^t Rfft n>< ft^nr rtrtt : 

RT^nFPrnR^nH^*'^nT^;nTn%'^nntn)'^'nignTn3tftttnnR, 1934 ( 1934 nn 22 ) %-^ntnnniTT rrP tnnt% 
arjRtRt ’^', it jlPnqH nit fnniRTt nit ■^' stnnT f^Rtt 441 rtit■ if, 1^4 *joq tnnnni tiRT fttftnn R, rr nttif rt RPft f% n^ fnfRn 
PiPiRfqi nit, R^tfpmR nit Pi'W'hI Rrfn^RT nit riir, cir^ Rpt ttl'ii 1 

80. 'RT ^ ^ ■o«qii^ 'Ri 4 ^ 44tT^f '^qf<qyiPiq(—RPT R RjtPtRR nit RPtR RT 3 rR RRTr^ 

nn nntn^ nitniTTjnt nin fT^fofi'3R% RftrRRRTnTTTpft'^nit tiRini attRntRmiR Rnm ftfir ^iij_ aftt ’rrrr sm <aTn nttR ntR RHt 

nit Ttw R, Rm tmi' 1% ntunR nn latN RFf 'fttm Riitn aitr wt tnm wnt 1 
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81. —( 1) ^ ^ "qn ^ ■^TT ^ ^ 

TT^ ^ ^ 3iw "qr Tiif7 T^rf % 'ofiT ^ ^ 

^W5r<RR’^'HV<'^|■=1'^ ril'H'N mRuih 

'3in37TT'^TW%'^ 3TT^ 

rH4!Tii w'T ^ 'itRt Tin; ■=i?Pf fil^r "anm I 

82. 'TTI^ PnW'jf'l illfit|T7WT f^H'41 Ml^MY'SCT^^TigT'^iinT—ft^IFT TRT ^ ^ ■qpf ^ ■qj "3^ 

>Tn^ i^w4i <^’fi4f a^IrPiH'Jsft-cn^'-grtwr^wT■^miTfri w Trif 

■^ft^ ^ '=1^ TPT %’^ (rimii ^ ^TPf ■nrTTt, ^ TTT^ N'llU 'Hiu/l ■IIT’3^ 

3i\T’«nf3riT ■qn ■*T 

83. Tift'll; «ii<i <i^'ir^i<i»i <i*>l <yifl[i^ aftidriii^ —ftpim w 3 tw^pt 4 fqPiRhg < h jnlRin 

H'Hii!;i W SI^IPT'F'T'^ IFlW fti^'^nilT't'^irr'^^tf^FW^ ai^i ^ =pr4 -3^ 

Tpfer % TFFi % fti^ ■arnrn I 

84. 31FT3l^T«JUMH *1 uRlt)*!—(l) 3T^'iTi%'Fl^ 

■Hli Tt '3m 0,<HI iJiBiM M'tlH'l '^KTlIAfril q|WH M'^lRnn'm ♦H'tioi '^, 3T=pM ■pYm I 

(2) 'mt ■'Ft '*n "smit qiA '4?l^ '='^IVi tjy hii ip 1 'tiVii i 

(3) Wf'=iiiT ftpr^sTHTirf^ra^ 3m'i?FT%'’iTftwte'^'^^'‘i]mT'^ I 

85. ^ftj'^ft M<^Hfi-(i) J'tih'H<‘-Hn, 'nmftmmr%, 

^ ’1^*) ^JTrcpft, <1^ Rfi sri *1^7 ^icTl ^flT ftrRsr^ 

'w wftiT ■'W ft*iT ■^IFIT ft) ■'’’TOTTifti ■'mr ■Ri ifti "5^ f i 

( 2 ) TTaiRTT*F'3TTOft73aTft7r SRimftm (1) %3?»4ft'an^ftTnm;3rRFm miTfRmi'fT^ 

3ft: ism ■Rft fti^ “^ift TIT rtNf % 

(3) ^WT^wm3ftriii3ft3TgmtT5ift^mi^^wfti 

(4) 3T^?^%ftT 5 ■^’m^ftftTtft ftmWITTTI 

86. (1) fftft-Rlft^f ^ ftm^ RT 3P?mT fw ^ m 

PlHf^[^< l ^WT'^ftm'mTTT 3Tsift: 

(i) Tnf^'-^f^^ftp-^')^Tsn'|3iT'4^tftm, 3ft 

(ii) ■3TTmT%3miniT %ftTR mnw4) !< i ftn ^^VftTtimtn'4’^~jrft%ftTTT smiffti looftm^ 

TmT’4'^ljIftm’3itft) 3Tftftm^mT8%wm ( 2 ) wmrii 

■q^WRI 3T^ Tnrftff ■ 3 ^'ft)^-qftt ftw I 

( 3 ) ■Rift'if ^ ftRK! "RT WT ■'ll# ■Rftrr# ■^' ’im f# H’it ■^■jtftim ■'FftiT ■# ■^ ^ 3 ft 

^7^^)^-^'*p^f4fiT^Tn;r'^*7T«IT’3^ ftftl'^’^'ftnTftil^'m'T^t’^, 'mi, TT'fr’ftlt'TTftRt '^lit, jftlTlT 

^ ■#=!’WFl ■RT T9T 'JIIU.'II I 

MFIS 

sm >in«i<!H 

■^iT% ft ■!# #■ "lif, ■RT mU“1)I'J1 TTTOT 3 ft 3Tftwftf ftl h7hi 31I ft 'ftlT ■# hi5H"ii?'i 7 ftm hi?M'‘'1I5i 7 ft 'RTWl 
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II—■sn^3(i)] 

88 . («h*ll '*H’1I—'tlli Hi5Htii5i ^ n«( Rfm 

fldi, 44H^ rnniuif^7T*7T f^rflsirn,T^-Tcn^, w*mj^ifTre«im3?h:’TW%#iTi'Praf«T'?^’^^7raT''Tj^%’f^ 

■:gFT7W 'jfiT, ^<4NKT 3fk 3Tf^3^' 37f% ^ ftwaiMI 

89. ^ ftRT?^ 3|>T imt "iCT 4I54MI5H % wt ^ a^tr fea il jH , 3^ ^rHMf pT 

^rraiT ofiT ■’Jpf ar^TTfi^ IITO 1*1511 ft3['9T?9^TIf3 3^ 'Jiin'll I 

( 2 ) ^ "g^w f%^iw argirt^^ iiftt ■aim Til ■spt ^ssifSRT 

■r=rT3^ "Sfit— 

(1) TT^T yP^wiK HR'<il'jm ftqli, tthI 3Tftwf aiR^pff, arg^r^m hmtii tjftt ’^rr % Trfrr T#Tr 

MR=tiCTif TTT®I, fs'iii^i, TtR3*tW aftr 3*^T a<H^ ^ %) ^ ®4R. ^ +hi^; qp hmI f^TO ^ 

■9T7Tm^T13fejT^’^3rni7fta?R3^f^rai%^THTI; lRetf[^f^'3TT%%%g MT^iPhTI ■^TiT ■^rf'^TT 

a^^’jfi 3*’TT Hi5'H<ni?'i % aTgt?^ni[ aifR % Rrn^ UWTPnt <ti\'ii ; 

(ii) 500 3. ^ TT^tSffT'9T[TT 'ang^ I 

90. sIIt ani aMl*iT'9)tfi'iii^'i—(l) HUHdui ang^w 'Sfil '^^'^tnl’ait ’^^rfl'f^TTTJ^nail 
5PTm RctT WTT %, 33^’■grftTTT TirI 

( 2 ) HI^MMIJ-ili’ afR 33^ ■Wt13^, "gTST RrW W MMiliyPTl TT%TTT % "qT Tfro 31^ thl4i 4l5HHI?3l’ 

Fs^ij'i ajlr ■hPhmI'^i af^STTait ^ TWfljTT hi' 1 »h 141 % aigTiT’4 arRl^if^^ afR ^P^Wci pT'"! a^R anii niM 33nr^ 

■ 33*4 3 ft arff-TOFT TTN 3*11 yWiRlIfl ^P>137 33T3 ^ 3^ 3^ 3l311 

(3) % hihI'H yyR 313Tgr33 % R 14 , 3*3 hi^hmi?'! 31 33^ Pi 113%, 33 Pi^lRiif afR Tfinv^t 3T 3 tRt33 

RFn'Hci'l % Pi^K''! % Riy,'^33313?! •jiIh'II I 

( 4 ) 3T53T3?3 35T TW 3TT 3T Ml^H 3)T %T1 3FTI3R 3T an'tFl 3t3Rt 351 *i1ai^ R 3R^ 31 giSH 133331 33T 

■flf33)iR3T 3T^ Pti^n! aF3 yipH'ni'O sKi aignVf^n RtiiH ai-t) ORi ^311 aim'il tttRr Hi^Hcni?^ 3^1 HiPi'ti 3133 'hRR^Ri'hF 'R wItt 

3 Tt3)T 3T 3% '3! 13T, 3^, 3K^, 3^ 3T g#’, 3P^ ■^33331^3 wH, aTR*R glR, 3i“13l’, 13?13 33FTf % HR 3T 3T3|3 ■?Tf333l 
% 3^ rtR R' anti I 

(51 31^331^'^'RtrII 3l3333i13313%3^33%33T3337, tJltarfMRjfT^n aiT3TR3t33T3% TRt 313713■R a#13i3l, 
333 3 R37^%1^3R3T3^'^'arg3t1^ 1^3153 %3WT3l33 3133, 313 3l33T %3i1 31 T33l1^ 1^33 33T3R T33Tg 31^^ I 

(61 3R 3133 RrrRiRsRT 31^ T3T3 3T 31^33 1^313% :— 

(7^) % vn3p^ alR 33133 3T3 3t flRl 'R ^ft 33313 3iI3T %’ 33 T%33 33T3R 33 133133 31^5113 

3 R 3 II 

( 73 ) 37:3133 R 3^ 3iT% 313f131331 'R 3(1% 313% 3T^3i 31R3 37 ■^3% ftRl 'R 31 3T77f 'gt33Tai1' R TTTejTq^T -q^ Rr^pH 
aig^TRl ihR'll I 

(3) 37^31 ■g7W3TlFT 331^ %7Tm-7im'^ 73131 RTWrig 33^ I^riR gRz3T3?l 3T3I3 733 R «lRr 3t alR 

■sil 3%^ % ^313 3133^1 aT33T ai^^ 3% gg ^ % 1^1373 3133 7313 37 I 

(3) 1377 %-537 711^1 fai7r%^71R3 %'33TF % 3737133 %71^31 

'Hi7iPl=ri 3)1 33 I 373 I 33 71%71 

{^) Tim 3 I 37 ■% 3iRt 37 3%% 313 % 3T%3i I 373 R 37 aiitqH ^>317 Ptig^'i"% a^idR '«1K Pus 3311 
(3) 31337 7333 % 1i?lll 3131 3173 377% 31^ 31311713 % 3T%37'#7 371 

91. mijMH I ^4T ~37T alH I—(I) 3W1R371311^37 375 ^ 3173 % 37, ^ifi 3377F337% %7% 313 31313% a%T 

?%% ■% 773% gg 1^13% 31773 3l7ft3Rl3T %!, Riwl^ 3inRl11 

( 21 4I5MMI5% gRl33T%3l% Riwi^ ain^'il ^1313331 %731^ 33371 glR T13T% 3737 Riwihi ijIMI, aTTR^frlRl, RtTPHttrh 
31 an3 l3i?T3 371731 % RlftjTl % I 
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^ ^ 30 ftft W, 

f'lOST'^, *i<*-Hn -(.^a-^on % Riij, '4* I 

(4 ) ■^' ^ ■^TTWI UPlfti’'?! 3lk ^fp^T T3T?^' %TM WT ^ 3TT«rRf 'ERT ^4nH 

73^ 'illij_‘ll I 

(5) wiWT % >jfippT ■rt 4 ^ Riiai'Hi ■ojniTTT affr -SOT ^ TifRn^t f^ -rrI Tr ijT 

fsFRft WR Tt fiiRsn^ -^5% I 

92. TfSpTTfT ^ 3rgra— Ml?MCll'tp-l ■R83RW 'SHTTR ^hlFS'l 3^tT 3Tr^7q?f7 %sTt^ ■gTftP’I ^ 

fTRTI 4iunii 1 

93. ■RI^TJPIT^ tlft^rwr—(1) ■!?^T 4R<15i ■RT 373^ 

r^+iy "TT ^ 'Jlfi MTT WQ^II (ni?i "*11 ^4‘i?I'i <7«(i*^ ^Tfiiutij^n 3TTnft^ 1.1 Tpiyy 'SfTFTT 

^TTTTTT ifl7 t+)*H 24 'Hi ^ ^HqfiT (iqi ^;4(iq qiiy, h.oi ’^IRpiI I ^ 51151 '^J "374% (;qiq 

A ■’hT'^ ft ^'1 <hi41 fIiI ftoi;^ 7 ft % H^q^i ^ Riy, oq n=n r'hI*i '^' ipT ciiai 'JIIi^' 11 ■aiq 51 3TRr9^T^ 

trttrT ^ RR 7 ft JiiN TRitrT^ '^74 ftl^l '^IITO, I 

(2) ^39pRFr (1) ^' ftfifci'H; Tfffsjfiif ar^qi qK5 iihh '^' '^4 q>H "^<1 hi^hcii^i/^ckjii "aff 

Tirt plqiH, Jiml ■pi '3TPT ftinl ■'^Hq'i % ’RUTW 'll 51 m" i <a5i<,'i '^, ftiqi 'Jm”ii I 

( 3 ) •aHri'HI ( 2 ) ShIHH HI5MC1I5 iT 51l‘J^1^ ^*11 f'JlHH^ (( 114 ^ ylalPiof)! I 

94. Tjj^RPfT^Trf f^rnn^WTT73Hr—(ftqiq 5i«( ^ 'll*) 4<a-5«iiq ■% qiiqT■% fciii^ ftniiiqt*!!'^ <<ai 

TIT ■pl ^ irt TTipmp^ ■f3nrr?fR^ ^ ■fttiRiw-n ■^' w 'Jiiii'ii a^k ■fwrrwi ■z^t ar^ % tJItt ttsitz? 

T4T^T#pkT■lysf ‘TmTTT I T^srpTk 'Wr'r PKiaiti'^'k m[5hmi?h % hPi^ph %'kn3;TT!4 wjft 'aiiu.'il 

i!RT TP fr 3H4i1 T^Hfi 'Tl ■zniTT, ark m km 91 k kTkTfrk?' ■rikir’i k 'sks '*1 umj; 1 

95 . M l jUH l jH •gk (1) imp W T ^ Ig^ ^ ’^Tai % TTiq TI#T THHETt I 

(2) '4 T ; Tf ' 'i i54 % T>!T TR '’kk-sTlk arm#' Tm T T \fs4l ■km ■gknTak ^ TmTep '^mEff: 

TRJ ITT ■’IJlk % kTT3 ■fmk "T^ ITHInK ‘TT nap % ’fm; TIT km kkM "RkT TklT : 

■ZIP jffT "PR mkm ■jpt ■zpk ’mr'm 115151151 t ■pEft ■fkmk 51 *^ 1 ^ 'k ■k artmT ■zTpf 1 

96. krrfl' ■^il' ■mEi—(i) ^ ’kkf t armWf t ■^m'm ikvHl' kr ■ikk' ^ Trf k '^.jicii m ■^rl m^k 1 

97. MlgMH I jd k •^kg^akr ^TfkEkr—(l)^kTWlk'^5^7|fcT4R<T?iE^ riqft°6%Rinan k ^ aTjkfTT 
T fmrmr fkE;mkfi 

( 2 j ■ftrik M I ^Hd l jH k ■gks T qR^T^f^T 'm% ■^ ■RTSTT TI% ’mn TTTkr “iftn ■gi^T Pi'ia'n ■'k "ET ankTT— 

{"W!) Tfrfkr ■zjftrk akr ■qftrHf ■^i ■km Tik % mkmf ■Rfprr, 7^) ■'jk ftq<'j|i5H=n femkt aik niim ■nffen 
aii'Toi'j| ■^ nil yft'Hi ; akr 

(73) Tm 7m. kkkn "kRT tttki, 'Rkm i 

(, 3 ) ( 2 ) % aTmhr arkBR aik ■qrkr ■arm iftk t aik ■kkt akkfkRT mmk, kRk arkkm "k, ■am ■m 

T, "ftsa Tifk Tm TTim ■^ 'mpr ■k fft. t ■qfk#k ■^ ■^kt ■TRif t apjktTT ■^km kRk ■fkr 
■RP cflqi TTfk I 
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[m II—Tsm3(i)] 

98. 3frTTT5-<<Sliq—f^P#'9154Mi;^'!pT’^Tr5-Trsn^'m'^WR3T‘PnTr^'3m?t'BFieT^^YT: 

TSTTl ■q^, Pi'tHRriRgfl wf ■qr # -sr^ ^ aqiqf^ ; 

(1) ^ ^ '37K«T TJ^ '3TT ^ Tra-TrSFT ^ -HT^T?! 

f^^imjTnf^n^aigqMq'qiw’^tqri w i-f^K aiiO feirmr aipna qigMai^H % ■prwt ^[rt ts; -qm 
q^ti ■qfrfiiW f^vqr 'arn^nr i 

(n) TTMt w4, farr^' -sp^r^ "qi ^pt# -q^, Tsm (i) ^ aq^^rm % -cqf^ ^ %ti 

1 

(in) ■qr^rn ^ w-irsq*! aqrw ■qrr^ ■qi^qrwi ''pt ^ ^wq aqm ftqr aiiinn aiVr qgr^ ^ 

'JllH'll I 

(iv) wi^TT?^ ■3TT%r fWy "P^^M Tra TW qiHi'P ^ ^rqW amjTTT m w fe 

wrm^ % ^ aqf*^ % Tnrar-q ^ 1^-q^TT K^ I 

(V) hi^4cii5i Tra n»fi *hl^ TTTf 4hi4 Pptii 'Jilt'll 'iiq q<t) HtoqH aT^fwT %, 3Trqq ‘qrfr 

aiiqi, oicnl ^iT Rn^ii 'Jiinl sftq'3T(oFI ailstiq MTq TTIT’iT Htl ft^qi anai "qr airq 

^ WanqrqrarqqopftT'^-^qifM^^, ^^pqrtaqjmt ^ailPiqi’SKT fiHRaq "^f tqR qpf^%qT 

aiRTT I 

(vi) ^ ■Q'ia'ii faiwA '^T'-hh 'qt TIsi-TIai'q ^tii'-J [V>^ m'^i % (I'll % qRqeq % fr^Q, y'Hl'i 

(Til'll '3im,'ii aiq 4^=wilql'^■'^ acH^niq-i h<1(wt ^'wi'i^ wRi+niiqq q qiT f^^qiqqrsftq "qrow fqiT^ 

■qr^ aite ^ft^irq^t qrl^jiq ^3qfW "q ■spT I 

(vii) f^ppft Mi^Hrqi^'i ■qiT qit^ ^'«!i'i aitr <ri'ii ■gaqi qrt^ ■qKrq TTq (1^ 3Wq qpl fq^qj amj^ri arq TT^i fqi' yctiH 

sTrqq ap^ qmf%'#qT3^‘!!iqq^wPliirqTaqmaqVTqFqqTrq7Tq> qi^qtaanTqTraTqTTcpfeaqrqn 

■qq qpT^ aife -i^l f^jq! aiRn i 

99. cHtTR 1^W V I jtTH I ij l HY W fSHai 1 ^1 ' a t Hf qT W^TT—arpt fq q qq; qit qg TTq t iT3T ^THTT 

%f^^‘tq^anr qi; q' ^ r ;H %Tarmt^fa1^TiqqT^, H I? 9 W? H qit,-^3T^aqaqf%3T^aft^q^q fqtqfiTT^ 

qff arrq ■jq; iqyr^ ^qqq “jq; qqtqqqr ■spt "qr qr^tq qrt qq qqrqr % i 

100. fq{llil*ji 3 ^|t q'Oiil'JI qii.^ '9ft viHw—Iqqqq) qi fqrqTtqqi'pTqqqj fqiqtTFrq Hf qq 

fqrtwq afti: qrtOT qq qqiqr t, a^Vr qi^qqn^q apr qqqt qr ^ qqn^ qiqiT qr qqqq qqtq qq;^ qrqq aqfqq afii qq “if-w 
ftmrl '>jfq qr qr^qrq^ arqftqq f qr Tqqq qRtPrfq W Iqftqrq afti: qftaiq % fiqq ■gf^ipr wi q^ qqt ''^ ftqqqr 
qr fqT'Pt^qr iqqqqr 'sri qrfqqniri q^ qm qit qqqr ■je^rra qq qqr ^ i 

101. 3inT qr qp^ qqqqqiit —Hi^nmi^i aft^ qq^ qfqfiqq yf^qrait ■£[ qqr^ qiqft f^Rlt aqq qr qr^ qq 
qqqq qrt RhIA qr^qqn^ ^ qqiqq qqrft ^ri fqqisqq qfair^ qr fqqrsqq qT% % q^rR arfqqiTTl qrt qqi ttr sm 
TJ15EI Rimqr q?t <iq% TTK q^, qqRi^'fqqi^'P, qiMy,< “qr” q^ arq^Tit i 

3T«qnT4 

102 . '^^^TtrenqqsftTTiiftnrqT'f^i^^—?q ai^qrq’^’qqr ^qqRqq % fqqrq f®PT^t qfqqqq wq, q^trem, 

■ MuSKtp<u ifte^q1^T^qHqTiWtaqqTqH'^'aTyT'?T^lRm'^qfrqRqqftqqq, q^iqRqqq, rqiri^qi^qq^qitamfrt, 
fTK qpi MMI41 amjTTT a^R f^pqt qi^q qa q#q iq^qr amjTiT I 

103. qftTteFqTlir ^ ai»qiq%qqtaH%RqT qq ^ qftqqrsqq qq^ aTTCTTT, ar^— 

(i) 651 ■^fq^qq5Riqrqi^’^?tf^mqTl^PTftqRrq’^’f^aq^:pr?ftTi’j^qTqm%f^qqTqTrt%q5tqqTqqT^ an 

fR) qaqftpq qqqT ; 

(,ii) qrqiti^ iiq's^farHqqaqiqqfq^qq^aqHq aifaqit i 
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(i) 

( 11 ) 


TlpT 'o' TRW ■WlJ.ill Rfr; trrbrt t fw ^ 

hEjqn qr 


RTRIR Pimi fq?JHH I^Rt; RT 

qiR 


(111) ^ ' 2 ’ rR irw writ Rfq wt wq q?t -prwnqqT t fqi %qiq arqFTPq ■srqrm wiTRf R rt rrptt % qR q 

qiR RT RR ■% RfiRTRT R7TT ■^' RR %R ■^' '^qPpWRT %! RT RTR ’PtoRPT I 

(2) RftlR^ ■ORT RW ROTT f % qftRRiZR'q ^ iTltR ‘‘o”^tRTTfR " l” RT RTR " 2 " iRq RI RR 
RT yoH fRRRRT ^fiT fqf^TTRR -RfRR ifRT I 

105. qRR*d ^TSTTf^WC 


qftRROTq ^ RTT fRRTR ^ STfRRlf^ RT R^JRK : 

RR5'>J15qfRRqqi-f^#q ’4*, RftTiRiiRq !^%fi5,TaK-^'i|f^7nqTqtqRRRKntRfiTRRRTtRR-^'RR:f^lM 

% 3TJRR Tt^ Rftj RT RRt 3T^WT 3% RRTftlT iRfqn^ RTt RR^T fqpRVRR RT J II NR I I 

106. RlftW— 

( 1 ) RfR ' 0 ' l^R RTt^ RTfqq 3T^fRr Rlj! ; 

RR^ RF RqftRR ^flR ' 0' 1^ ■>^' fqqqqr WR t^lfiaR R^hIPw RRTR % ^fRT RtTrR % qqR qq 3fP: 

RTRlfiRT RR ■giftW Rf%H % R^qR RFT RIW RTfRR Wt ''ppTRT 3TqRf% R^ I^RT RT RRRT, qq % RRpT 
RTT Mpl^R q^ RTRTTI 


( 2 ) RTtq ‘ 1 ' 1^ RTRTIRR RT TTH? RTI R^ RTfRR— 

(i) RT cfr fqRw ?jr f^f<9« ■^’ ai^fw Rwr wr 'iqiHin? rt aRRiftqi rr ■gpf^ rtPrr TtRi; rt 

(ii) ThliiilPw yqiK RiT RTIRR tIrT RTt RITT^ RT RTRt R RST RRT I^TR RTR '5TR RT RTqRRWT % RRlqR "A, 

IRq RR % fq)41 'jqNHVUci ''Ir RT RRT Rit RFPTJR RTIRTT RR % iJiftRT RR fiWT RRT Rtl pJlURil 

TR WIT R WRRR Rit R^ ft afht: RR-^ 3TRT: R3J RRT ft RTf^ IRR TWRf RT?^ RT ^ RTT^ RT?^ RTTIRT 
% qqf q RR% Rft RWf fq^ RTt 3TT^ TRR; ft RTE RTn RT RTfRR RTT fraRTTR RR% RTT^ RlfRR R?r RTT: 
ft ■^Rlt ^%TTTRqt RTRT ft qTTT3[ ^ftt RT RftRRJq R5t TtRif % ftRR ^Ptd'^'W RiRR TRT^ I 


(3 ) ftR ‘ 2 ’ fitR f R«TTf^ ffW RTj; RT RRtR TTIR RR RRt fR^T RTfRR— 

(i) RT Rt RRTR RTT TgiftRTft'q Rlf^RftRT ft ijl^q pTRRRT WR 31 ft; RT 

(ii) TiPfqq (92) % RRfR ar^jnTT friRt rrtt rtt rtT^tr ftRT i 


(4) ^ RtfllR RT<^ f R^R % f^ RRTC % %R RtPrR % ■'JTW fRRRtqqr fqRRRT RTT ^rqftqq 
RTRT RTRT f RTT RTfi-IR RTT RR^ RR W^RT WPw ^^154 fRRRRT % RRUT fq'qfRTftsriT RTtRT ; — 


(i) trqr -cqTRRT ffitf ffR^ RTR RRt JfTTRTfRRT RftRFT, RRRqnt, RPRRTRTRT .% Rff 

fqf^ Rifr Rk RTTrR RRT RWtT RRRRTt Rit RTRR RTRITT RTRT fqRTTRt k fRqW afk 3TTRRRRT RffllTR 
RRTRRR I 


(ii) 500 TRTi Rt RRtwftR I 


107. fkljff RrqftTT— 

( 1 ) fRRft RptRRqRR aiR f RfqffRRR k ■gtiVT RTpRR RTRRR R RTSTTfRR IrR RR RTRprR RR R Rfe % 

RRt RESRei TR RRTR k RTRTTT -arrifR TTifRT fRlft JTR Tffe R RrRt RTR RT fPRi: Rip RT fRfp-RTRRttR RtR R 

RR Rf%T R fRrp >TTR R) rRr Rt Rrtt rt i 3TtrtRr rr R RRiqq Rf^R R resriR ^ rtIrr iqffTRt R 
RRTRTTTPft RR R ipfWT TRTT HTTIRTTI 
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2^ 


(2) ai ' InffiAf, ^W^%!TTTR ('3l=’3fCTj, ^ i^T 

#?T ^3TF^, ifU "33 ^Jirri;^ ^^h: -pi wRf rri 

(i) =h«<n--lfl f^rR% dftRTR 7^ ^ -R fsRIJR Rtr SpR RTRf-Rn ^5^31 ^ 

'hR'^' 4 ^'/'tiq-^'l n't! "^R H"bK R t*fRTr TIRT fRi t+iiMM Rtf^RT RTR TR 7^ STR fREJR 

Rf^ftwR" T^; RT 

(ii) 3TT««)irc;e| f7!R^ Rife WT R P? »1I^H 1%IT RT^ 3% RT 

(iii) RT 31^ 7 [\^ %1^ fjR^ RRt %T % 7^ RtT. sftT R^'^fiil'^'l R WTRT ?rt 

srhi Tsfl 3i^HlP;n '^iciirs [Vife'?! % rrI'PIiI '^' TTRVr Rtiy 7y[j ■^’ | cjli'l Pm Pi W mIp^ Rithi 

TJtPTT ^MlPpy, 3Tk -^R WT RRKTTPrI fW ^hRT RiPjn? TTT% aHiflP^th trrrr tTR t-s^h -qt TJ-TPlf RRr 7^% 
W ^ 7J3 f^RIT ■3n R^; W '*l)'1 ‘ 1' (^■^■3TtR'2’ fVT^TRFRTTpR Sp^ TTR^-^ ^'^TT RpRW^RR 

R^’ t, w ^' 1' TiRt -^fRi % ritr: -r^ rH -mji wrP ^rt1%7i, 

(iv) tr 3t%r7 oPi^PIrP argTftfjRj rrrt rt %Rr^ fI'P Rit fRT R^lt 'fllsi sIr ■sffrRRr i^i si rt 

R^m 1 ^IICIIM? M°t)l< Rip TTPRRP (t^tT^R ) %7 RTR RMI^ ‘l'\ TR I 

(3) f%Rt RftRRTeRR fipRPf, Rig RTRRTR Tftn PR^dPlTiP %RRT, RTt Rii^ rI ttu TR^ T^T^RTrPrR 

ipP "^RTtl 'JIIR'P 1 


(4) LipRRidHR ^ RR % pR^ 3TFjfir T^fe— 

(i ) RI Mp^d ^ofR ‘'JRRRT; RRiJR pihi<RfnjTt Rpt yRil< (R'lllj, RI'vP fiiPR' "RR 74f%? i\ RRH! P'1 Rcl 

RRZ 5 CI 1 I 3TRpR ciR «i«i R^' fti <aci<i ^Rl RRR RRR 7 ^^ 3 Rr 

(ii) WfRTlR^RTR%f^ f^-^f ^RTppaTRlftR^TIWRljtn, TTfr^i^lPp, T^RfRprf,-IJTW 3TT^7--»4R 
aWT-STRFT ’JRRRRRT pRRR RTTHP Rint^ I 

(,5) TTfc-giSR P'lRilR RiT W> RR^TRf RiP %R RlRftR^1 ^SRfwr (-]) 3ppR t^2; BRRfyTSff ■^' 

^RRnTRpWRnT^RRnfTn-^TftillTRfRRfPf 7ftR7'^33RpR%f^, 3fkTjRfp7RifR7^'R?r-^TTR^, 

RRRTRRI RT '^rP RR RRRTTI 


108. 'JRTO^ 3^Pt 31TWT— 

( 1 ) PrRtP RRFI Pf RIFT ’ijlfi^R R RR Rft'R.i'JI, RpR^, 'HSKRIRi, mi RT RPRli RTI RTTRp TR, RR^ RRlfmf 
apPr dyRtii RRT R^ RTTfPn % RRp 3TR Rttt RRRTRRRTT RFT ttt RT^ i:^ 

■R?gTp R#-tfifR ijRRftcT #ip ^R‘r 4<' RRT# RI ^»Rr Rpp 7R7 ?kr tPPfPPt Rip 3TR!‘.1T T) rPPrTR RTR~ 

(Rf) WpRRff aPk RRRfRp RTp RW ■^f 4 SlpTR RT rPPrTR PRRpI pRT Pq^^ci Mphi RWRTRT 

■gf^ RTT R-cIM-T ■gpRfVRcT ftiRT RtT R^", 7^' ■^’ ^ fRTRTR 'pt ^TRR, RRT m ^frtTTT, 3ppT 

(7R) 7^^ RtP^ TCTT PrRTI R^ RigiST R7g % RR^ % 31RRFRRiTR TTRRR rt^R vnrfr RTp ■^' , 10 appTRT 

i^RRTTTpp-^l 


( 2 ) 

(3) 


.^ ,,,.^ if,RTRRP, 7R 1 5 KR ; t.'J | ^RtP aftr RP'PiPRcl •gfRRTaiP' 3 TPr WRRf R’R^RTRRR^ 

7T aRRqr pR^cRT; 3 TPrIW=R RlPpg, RT^Sb RTpS % RpR RfpRtRm -] 'jjt^ % Rf*1Rr T^fP Til'll RTfFR, I 

piRp RT^’, RTl RP RpPvTO tiRT RTRTR % RTR R Tn, tRT RT mRTR % 7Rf7 IRpsp^ RTiSRei: mT 

3 R mP Tsit:^ urn^ apPr gRHp^bfl rtP RngTiP i 


109. ■^sjp^’gr^— 

( T ) mt RP %RP^ RIIW yuiiwl RRtrf ■^‘ Rni Rmj; w HMyciiyiKl PmRTR Rfe % 2RJR1T pRcsn^R RTt RIH'P 3^11 

R7-.RTf^ Rip RTTgRp 3 TPt 3RRiI RTJ-TRTR ’^R RRTR R "PP^ P^— 

(iEf7 j TRfRTTT apR R fwicT RT^RT RT^Rp" RT RppT^ RRTR R r|, rPt 
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(75) ^% 7571^ ZRTT-an 71% I 

( 2 ) TSiNT % 3T«fh 7^1^ ftqW, 7m sfk 71?%f>m 3T75i7, ^TT T75-775F7 % TPSf 

7 T 5 T ■=%! Tfr^ m 715 ? ■{% Tit^ 5 ( 1 % % f^TT^ 3 n 5 jft 717 « 1 PT % 3 % 7 , 55 % %Nf 7 ( 5 ? 55 T ^ l pK I 55 % 

% R^iiJj Vl-O 55 5 tl'ii 1 r;^( 'JII^,; 

(3) %W 7T5715?WmT^TiT55715?!%57757151775-775155555% "TIT5^5TT71T t 3%7'531'I3TT75H’35: %tT51!ff 
R?hi 'umi't' I 


110 . 317 S|fffe% 7 FtH‘'^T«?T— 

(1) "5% '5?^ %%%5ft515%''f%7jm7ft% 5% 75515511% 5^1757 711^’'5% ■%=%%%'571 %71711?fen%'f%g7r 

%f%7T ’5?7 ’% '51%% I 57 T 55 y%l^ 1 ^5? %T5l 5?) Cl^i^ "513571^ % [^17 '^%51 ^ 7^ I 


( 2 ) 


f 55 5F1371 %5 % '51F7 7RF71 

51 3Tf55Jn5% %I717 


elil '5lft7I I S=ti ^*1% "5% "51 '3717% %] ’%7ft' ^ 51 

3755571 'leT eT'fl I 

( 3 ) "517TF5lf571 ■3575?7 ^55 %t^ 'Jlls f555 109 % 35f555 ( 2 ) %f 551 '355f^571 % '177515 '5%) fll^l '517375 I 


111 . PNqil 7TrflT%— 

( 1 ) %^ 


!%5I%^n A‘-h '5F7Tlf5557% '5%5 3%75'3555 whI'i 5%5'f%^ 

'15555? 5171 %% '571^15 3|l7 '^7% '515 % 5?517Ij sfR'%% '557511'% Rii'^ '5F '5?7, '377% SKI 3755lf%l 

'51557 %'^51^ #5 51 75f%5 7775lf%l f%7!; 55 715?7t'f ■5T37755 5515 f%51'51 77551111 

( 2 ) 5?tl^ 5f TIK %'nild^ ^P5 25 qtP^i '% 37f55? '%7^37H '57 % '3?57 775l1%7r 57(1 f%l< '51%% : 


'57^ 'i%555? 375% f5%5557717 % '3?57 55 '5173 % 375f55? '3^57 5)73711 5% % 7751711 't I 

( 3 ) %' -tjTjf Tfi 77lf55'% f%5 77% 'TfW '5lf55 "5^ 711% '% '%% '%% '% '51%% 3iV7 '%7 t1 '717% 57 

yql'i'%' ’TTR '51%% '% ^754 'f%555r '5171 5% 'JII 171 


112 . 7 nfi nTa%777T7f7RT 7751-77315— 

% 77% 77lf%% 3%7 711%' 55 779-77515 '77%7 '5557 % 'f%?51 '^igm 7 nf% ■% i 9 ni>r -5755 f%%r5717% 

5% 7% 'f%r3 57 "3555 37g%;5'f%51'551 511 

113. 57«RT 3^7 vjIN *1%— 

( 1 ) f%77t ^ l 7 1l 'Hg '51 37 | -nR5i ^7 '%'g7ft77177lf55'5%715715?'3%7%l75 Jm3,iII 37^71555?511^55% %!F% '%%77lf%r 

■51 ^77% 71%’'5%'^TW 77%% "gTOT f5%157n37f ■%■- 5 ?% 35 % 5% TlMlTim-I, 5% 1%75 TifniTlT, ■ 55 '55? 1% ^571 

77lf%r ■51 TIK % 71% '%53m 5713 '5%'% 51% 55 715? 'JK; 75lf771 '3% '5% 515% 515 715? 'f% '55% "gTl '3% '% 51175 
3%7 377 7nf55 3%7 71K % %4l53 '% 77%%1 'gi’ill '55% 'T% 75lf53 '3% 5K 7% 517% I 

( 2 ) T7T 'f%55 '%* f%7% '515 % ■%% '^ % ^flK ‘ 1 ’ %f 57755 3%7 57t«i75 5515f%%3f 5% '^715?7% % '5%5%’ % 'fTKJ, 
5T5T% % '77lf%r '51'!%%'%% 375 77153 '55 y%)'l '(577% '^>51731.37f73 '57 7115 3%%f%5? '55?K % '5lf55 % M%l'i 
3T515%5 'll ■ 57 %! '55 715 '55 '%771 fil5, 'f%7T%' '%5177lf%5 '51 '515 7775lf55 f%51 '551 '55% 'g7^%l '5K f551 5175 

3%7 TTOK ^5f55 '377% '^7^%! 7%% 5% a75%f%5 ■%7T 57%i75 TTTTkK '% 5?7% % 57517[5F '5RT555'% %7n 'f"f% 

55 ^ '» 5M3%M '55%, ■%% '511)% ■% %7 '57f%l t 5513% '%% '5W '% 55 '55? 5315; 7751 '51711 't '55 715? 

f% '5?I% 5iini'% I 


114. f^^7t7«im^ UMIumH — 

( 1 ) 5 ft 7 %? 355 !% 5 %f%%f%^ 77 f %3 3 %lf% 7 %%T^ 77 % 75'%'555 5 K%^^ 55 Tf^ 5 ? 7 %%g% 3%7 57 % 5 ? 57 m 

3%7 775-77515 '51 5f757f3 7%)% f%Ti; '51) 5% % 57517(58(75 ^5f%l 375% '^TTTPiK 77%71 '^5 371515 5?1 '551555 ''v51 

f% 7Tf%3 3%7 7Tlf%7 %*-giSSl-%% ■ 5755 15%r5711% 150513 f % 5?T75 335?1577 ^'%■'5r%5 37^515111%51551 
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(2) (1) ■^' TRi^rq^, -qfen % arfV^rft ^ -qfefJsi^ wf ^JtnjTn ^ fTFi f^ ^ m 

P+)^l 'J 1 l 4 ,'ll; 

353^ #i: T7g-TT5n^ T^irf % fei^ ^rRm "5^ 'O; frra ar^ti % ■qft 3 fwT wtt 

arnT^"^ 11 

3?fT -qr 7r*iT qrHt ■qq irw ^ qsfnmafr fnq -fW ■ 3^37111 

( 2 ) 7TTf^r^'qT3qq3R%-aTTq?nw’^'qT33Frf^^'^-gqte3T^'^^m3rqm%7^^-qTTt^^i^ 

3TH2IPT 5 

^^:i.j ^ f^ 3Tt|f^ -gFT 

116. 'M4U*3UI —gTf3#pm tiKi 7; 8, 3^3 9 % f^H , ~sq^^ ' ^j^P^qq "qq 

'H5U«6<'J| Ti 1%^' % 3T*-fN -q^jp -q^ % 3 T*t 1^ afti ^^1% sTgqTOT % ryqiq : 

qq^— 

(1) ■jq^fl^ ■? % 'TOqtfii'ii % 1^; -m 

(ii) ■q^H^^qraif% ‘»Ttqq'qFfq«i^q*itTr%^’^','S kt qraf% fii, "^^rfiqqq'i^iqqqqi 

% 

«til^ arj^rfqr arrqrqqT i 

117. aiPT'^'^w^r^fcqis; —(i) ^■eql^qiwiq, ■Hsir'i+iq'Ji fte^rqrftBq, TTifr 

wr^ % fqqpT ■qrt arj^rrqq qTfqqrrct ski wql'flq % fcKt!, Pq^lq '?q qrftrfiq 'feq ’’TC, '^, mh qiff 'A'li i 

(2) % wqqrrq % q%T ^ -qr^ qrwm qi Hsnim fte ■^' ftqiwr^qr, 

q=^ qi 3PT -f^rq^r qr f^wte #ti qiqifqq i?t, qiff ^qn^qi i 

(3) fqiqft qfFsqTqq, 'TCrqsRqr '^s qr qrf^fqT q^iqq ^f, fq^FT “sq TsiPTf % aqj^tiqq ■qrfqqqft siqi ^ qqpqq % Pwq 

■(^q ■qrfq^jFT ‘fqrtr qqijf, aiPq, qr qm qi qqqTi qq arq qTqq, Pq^tl qrqt % ■q'^qfqq qyiqn 

ft, arprq qff fft i 

( 4 j(i!p) -qftqr■qqrrqqqTfteaftqfftqrfisrqTq^qqq-qrqqffqFWjf■wqfiqiarfrqq?if qsiqq^gqr^ 
Tpqrqfqqr q'iqs< qr qrH ^qq arpqwiq^ 77^ qqi f f^itpJTq qqt arfq^nqq^ qqfT ^ 

flP^ 1 

(73) Tfqrqff % aqq i^' ^ qi^ qPqviqq qq qFtniq qpiq? afr.aqf.Tp.ft.—arf.art.Tp % 

qqqqq%q?qpp5TfFfr^i^7r^7T7qqqfr%f^ai3frf^3f.qf.qq.ft, qTqqT-2f qtq^ arqeqft % qpR frqr 1 qm? 
■% q qi iTH q fwqq qqqrqff % 1^ a#qwf ■^fqqraif f’^qqTqq^qit '^nq f 773 qq qqq Tfqr qq^^qn: fW qmp afrr 
■5753 ftqqqr ■ 5 m q'jqiRjq 1 ^fit qm^qri 

118. 'HP&w ^VRTir^Tgiiqfnii «T*qi3iy <*iixi7i^sErqT—qT^im, TTf^qT^^qi ■»qmqqqT 

■?te% ftTF 'Hqq i yfaqiii aq^qqt, 3 q<<;iP ' -Fq sTfirort qr qffiqq?%qf^fqq % afptq q^t ^nifft qqrfTqfqjTfqTqq 
t TTffq 7 %^ qr fsiTqqq ffe % f^rn »j7t aqpfq % f^qqf aik wf q ■gqfi-pqq ft 1 

119. qnqjTTH,qf^q^TnTjTTtsTT^ToiT'^’tt'qq^jfm— 7 t 7 qmqT 7 TfSra 7 tp% qtTRq^ ^ q^qqqm, 
Tiftq T^qq qr q'g iT q^KJ ] ftq % tMwt ^ qit qq^ ttjt qmrqr qqi qft ff-ftqf, ift qnqrft aft^ t \ ttst 
qrqqt 1 
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120. (1) WT 

■^r iTi:^ ^ 'Jini.'H % ^3Tfi^ ^ WIT ^ ^ I 

(2 ) (1 j ^f aiFT^ ^ ^ MFT wter ^ % hItTT 'jft % -^^TT ^ #TI I 

( 3 ) ^ f^'til'Hl % RT*^ ^ ■!^7T ‘4* ^ ^’INI 'Iim<|l f^RTOT 3T^ ■% 

ftRtr ^ TT^irn ■ 515 ^? f%qw unr '^' afRi ■kt«r«tt wqTft 1 

( 4 ) WT % fr^ Tpft ■'11^ aflr 3T^ ^ ■ftRRT %-31^ ^ ■pTFRfl ^ ift, ^ "Sni^ I 

(5) ^ ■iRpTMiT T^rt 3if?fiT afri 331% 3r% srif 3ik ^if%[ %t fwif^ % %i3; sn^ri % ^nsi 3 ^ 1 ^ 

■ff Jliii^'n I 

121 . 3IR^3f3 —(1 ) aqf^TOFTT 3%: %ET3^iPJrfte %3Rjf^3i3fe?I f{l3 %t 

^ ^ 1.8 ^ir ^31131 ■^T%tr I 

1 2 ) srarf^TfRi TKrf%r% %1 f%% ^isK4tij,ui ^ 3i3«im ■^' % f%T^ T j^hti i Pi^i wt wfl 1 

122 . %q<rt 1 T 1 TW 31 IT (%iM( ^IHI—f%iw %t ai^ % 1 % 1 T f^ilt i43«Tm, 3 lf>%T 

■j%?n ■m %5T3wr TIT ttW T-jtfmr % msrtr^ afh: f^rrr Ten 33 ^ 3R1WT: TTTfVr ^r%5T3f 
‘STNi'iT % f%T^ -itO f%n 'him.'m I 

123. f%Rt Tf irsTT iJT^T) »jf%Tf!: ?TT fffTTT f%33f/fT)>4irN3i1' '^' "Sn 'n 3 Ktt 3t 1%T %t J || Uif | | 

124. TTfsHlfTIT—(1) 11^ % MSK'T>1'4 % friT, '^-tW f»ni 12%^ ^ TI 'TT3, '1T1%T ttTW 

%l=*1T3^aig%f%T%teTrf%3^'%3I^*1T3TT'515lf3TTT1?RTM^’^’ a4^%f%T 1%lff 31^ %te'TI fTf3$^' 
% 31^11R TT 33lcT TT T3TTT ^TTipiT ; 

H<'^ Tf^ TTRTiT'T f%3 '311^ TIT^ ''tjrftpTF % ''P’TTITf % aTJUR 0^1 3T%%T TT F'd^l 3T^ TTIinT?! TRTT 

3TrTT?m3ilTt ^ TT 3T^ TTT f=f% TT Tf f»i?i tiT 3% % TTT3 TTT 32^% f I 

(2 ) TT 3RI TTTf %t ■RSToJT %% TT STTIW HTOlt % 33%' 33 %!ftf3T3t %t %12 IfTfirqf % 3 Pjt2T3 1%TT 
'Jinpri I 

( 3 ) Tsi<'n<'-'l ^Tf %[ 3rSIT^ A'H^ *'TI'H TT 33^1 3T 20 ‘ll-iT 31, tHI % 3)3 %, 'ilfTT) I 

2qt?ft3RTOT :—-^ ^mF-ITH % yTl'Jli % ^ T7t %TTj 33% 333 ^ 4-^dH 337 %WT TT? %t %TT^ T%ft I 

(4) ■5f1%F'tnT t37ai3TT% 5 5(fc1Vli1 ^ 3RJ3TI TT33fWT (1 ) % W4^?T T frfrT, %3f ^ ^1 
■% Tn fit, ’37^ KTT 33JT 'J 1 I> 3 'II I 

125. ftaEUTUT T^m—■crjtftnrT % % friT, ’jfn % 3133 ti 3rw4Tf3T, f%T[ ^ tttH f^n, 

■R'lft tri TT 3RT 31% TIT TTfyuilTlih %tf33 3T %«TT3t3 33>8^ 3T 3^f^TT33t TTTT fl^3t1%T f%3t 'JRT 3T33 

33%, ■ 3^,333 % 33f¥R fTFIT W3TI 

126. '^airF'giT'TTft^—3^3^TfH33% 3 51J TJ "I T7 frTR '^-TtH 3 f'HT, 3SKT)T'J| 3%f 3T 3333T%%3T3Tn 

^TH % 33TTT; arh aiffTT 3FT % t^FTH ttt 3 % 3TTTT 3rTem 34? ■^- tTFTT TI 3%! %t? 3r% MJ'-Ha 3133 % 

f% 3% ■^■. 3313 3 Tim mn, 443)1 33%!^ '3(113 ■viF'W ^ % '^313 3 'frm 'Hiu'll I 

(2 ) Tdimr % 'Nf 3%3 % Tim 3TT1T tiTT 4.itFHT3 'fFT fitFT afR ■f%Rt ■ttrft 3T73 31 "m 3 lil33 3^ ipTT31 
TTTTFTT 3TT 313M1T31 'TjtffpTF ■% 333 ■% f%7'; 33t3 '^’ TIT3T mcTT "jit : 




■HTOT TW TF3m ; 3H'MINK'J| 
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[■HFTIl- "^^(i)] 

f?lTi TIFTPqw TT^iW ^WTT f, f’^?T wff ^'*T^ t, '=rFT 'STF ^ ^ 

WT ^ 3Tg5n TRif -qr ^ 'W^RTT % %it I 

(3) ^qf^m (1) % 3T»itq 3q^%nq^twt^sFT%''^T^'?TOH'sqf^#%f^'qTT3n^^’T5;^TRFm'^;^'smT 
qrf^qiKl % w^ti f^FniT 'imjqT ( 

(4) f^fTFfr"^reiFr oqRw %qi^Mfli qftqftpqr fwr 130 (2) ■^' ’ct11 


afr 


'♦il Ul^l-I 

(f^ 126^1^) 


(WWT, ■qftq % arftjqtni qq qm) 


(■^STPT, ®Tr^, Til oil, TFq 1IH ) 

■qw.Trq^/?Tf%7 (qft qsrz ^ir^iy.) % ’tItr ■fftth ar^sff^ "qWT ■ ■ 

.% 3T7qht siif^. 


■sqm afk arqqr ) 


aaRPR"^ sffT 


^HOI ■^ 




m fwqr qqrfrerfq 


( H ir-l ^■qi "qt! 




tqqqq-qmni 


amqr) 

(aqjqPq % arqqr tqr qrmq qft qw ■^' qTT ^qmr srrfFq) 

x*iir'ioi "fqmr 'iiini % ■fe' ^^1 Rih*i (i'll, 1976 ■%■ Ti'in 126 % ar^mq qf^ioi i'=^ ■qq, “?q% q^-rifw 'fq^r 

sn% sfRm qq ^ -^nTq ftqi ■qqqR^'qqr ■qqiq w ■qdam qq frqqr ■& a^n: ^ % it^rrqmq % 

■fjqq aH'^=tin % ("^ vi<s< 'olT^q 3-^ “tiTi qlPim,) I 

■qit fnfmr.■qqmq sirt qqq qH Ram sqfqq % t^mnsR 


qirot qiRRn ■qqr ■ 
qqqiT'^’Hm RtTTTqi"qTn ■ 


127. '»i+fq4i—(1) "q^ ■^r#qqq H^Tiqqq % ■f^ ■^-■?W ^ qqqr q4 q ■r so 

■qq armn ■^1 "qm % ^ fqq ■qi^ ^ qr qm qrq qqmiqft frfq r qq r qrq -fit -gqqr afq fqq ■q^qqt iqq ^ 'f^ "qq 
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RT fqTT fjiTf ■qr tjettij 'nni.'ii i ^^ qrq ^ 3i“h: % 'H- ' -ii'Jii ^ 

■qr qn ^ qfqf%q ■■ciiff.ii i 

(2) ^qftqR (1) % 3T#=r aik TrRqjf ■^' ■airn w ircnq ■??!, qq? ^ i ■qrt -q i | >^ ' 

^^<nn: H'T1 «jci1 yPif^-ctn Rti*Hi 'nm'll, ?TFFT^ qr^ 'aiTTETt ^ 4lrTi Rliqi ailUMi a^R ZT% ‘‘fl tqqiT sjniji) | 

(3) ■qfffdv 7 aitHT arftiqT aitT n+ipi'l % ferfl ’3FT qq ^ qi %qt aT=Er 'hft rt fapj'i 

wRiPlq 2 arP^ afffejqi"PtqT ■ciiRm.i 

128. »JR«^o^) cti^cJ^nT Ctil mOj^IUI — (1) f^i^'-qTRnif qqRm 127 % 31#T 3T^f^ afRqq fqflfqTiT 

aik Tdeirq yri)«+i qRF ret eet ^ qEn3;qEqR fq^rt HaEi ^iPw "sri 3RqBT eee qaf ^ ^11137111 

( 2 ) ^qpTqq ( 1 ) ■^’ fqf^V^RTtCTqq,•qR;^'^‘'^7g;fcTq^i;q=T-^q^7TvnqqT^ eft, ?ETrqqT'^'?rP^1%qT ' J t l Nq i 

w ■^r % qn^ 3p»qf^ qI 

( 3 ) fETter^f afR qfieiWr qq arfR^ aig^qrd ^ an^qq qlTRTf R Tigr qn^qi aqR 1qrrsiiq7 'srt eft 
fFTR FT 4'K^ci Rti'-Hi 'iiiR'il I 

129. ’eBt % TfETT'^nE—fRqrq qqr % FT?! aftRiq 4 %'aqq'^ arjqqr %qFT arjFtfqq fq^q h^iivi Eiqqq m41'i 

Rf/ii qqqi %, qrt^ tr^imi qr 'T’qRqFFT arRi ijqfqq%ERq%qpqq q1 <^<^‘ii atR q' heR qrl^ qqq rr^ qft -ai-^jii 

o! '* I i I 


130. ■gTSflT umuin^ —(1 ) E3^4TFq qr Ef^-I^qiq F FEE RR ^r^tfqrqF FT RFSRqFTT qFTt Tt tj 4 Eqqr 
qq Et EK'^lqiO afR qzqqf E qrt^ ETqRqifq Rtiu .fttf aiqqiqR^ ^qi fteftt qqRj qrEEqq ter ecrttfttr, tf fqqE 
T^‘f^,ERETEE■^'Rq^■grw wqqq, ftrEETEW qqR?qqqTF!iw^qT%R, E^'inqq qrfRqvRt% eesr f^qr 

FTFRETI 

worn ^ ETCTf 
(fRqq laO-^ftgR) 

4 ’ EETfRq qqqr t ^ - 

(TFqrqq/El^E rrie % 


arfqERft qq ETE afR qqr) 


%■ 


(qfq, Rill, T^Tiq, fqRqr, itr) 


Rqq R^tfeTFE TRCTTFq/TrWE ’RTTE Rq RteW ETFT--------—----aT^j#q 

qft ?Tqf % ar^ER fRrqr ert f arR Rfr qq ■^’ eeP 'jeIeR ^rt! rtP ereReR afR rerr RR ^ alR EEt ^ TF eefi" F rtetr 

■nn -glR ETI f RfR :gR^ R ^jtiRrh 3ERRET ^ I 


trtE- 


EaiE “hPki % ^ RTISR- 


ettRs- 


ETEET ETRT 3T?Rn- 



‘EIRT EET— 












[■HFI II—3(1)] 'IM'SPT Tnm : 31 

(2 ) '’'■iRki *ii-''icii Hc^i-i 3^3 <5<H^ wfci+itI<'J| 3rf^^l ; 

(i) 33eiTH’557f^%^^' HI'A|fllM|ifl-!?i3%'^a3ra^333r%T^T^fqi#75!3%%trT3T-5n?^18%’3FT (■ifi) f^ffM 33^111^ 
aftr 3T^»TBr -pfit 3;f)7; % MFT (35) ’4' 311^ ■^‘ 311^3^3 I 3R^ 3TF^ ^ 331*1 500 3^ 

3MW3^r33-^ |^535!3f'i4i(«ti ’3^331^31^3^ ■*33^1 33^ 333^3r3 TIM ^Fi3:% % 3315131^ ^ 33^3 % '‘3^13 sfk ^333^ 

^mTH ?I*ITY^ 331? 3rq^33’3TVR^ %"q?!3I?I_'?Tr 331 337^1^53 ^33^157]^ -Iff 

^H.'-'l Piri'Vi s+iifl 333^3^ 333) '1I*1'J(3 <3i< ^'ll I 

■^353 3313333 3j% % HMfll ^ 33^333^^ ^333 33%^ ; 

(^) 333%'^-*3^ f%r?m33 ■533% ■sfiT 53131131 % 3rW i53f^ ^R3i^I3TT^33533^333 ft33f) ■?33f ^ 33333^ 

53 f%3% % -arTTr^ 53 '5l5tiiB 3333533 3^33 53)1^ 53%35, 53tw 53 'f^OT f%53 t 53 53r4 f%531; 53 

(35) 3%3R33I ■f%T^ 1333^'53^ f%33t 335 53335I 

131. 3TpT3n % fc=n3; TOIlf%T 31^33^ % a^h'x<^ gjT 3Jcrf^irt^—(1) 5%r53 ^5f%3 533 ^j)R^5 5 % 

3335133 siVi 511^335335 '% f%5, 553 '%5f^, WlI^M 12, '5355 34 '53 'f%?35 '5355 '^' 33^%53 '5353 '533^ '55t '53353 '5)3333't', 3T5?3355 
’53^35)33)'% 335153 '[(53 333%35 Pi^^RnPad '% '535 '5535 5%33 :— 

(53) 55 f% 5rflfe R3 5*51', •^533, 5t 5ft5f •^', ftPl^vH i ' 5i3 r55{ 5 #3 5355 33%5 WT— 

(1) 5F OPi PS35 '55 'f%35t ■35553) '533 33y33535 'f%53 '533(53; 

(11) 3T3?355 '% 'f%3( 5353f573 ■5^333, 'f533533 '^W 55 ^ 53 533 53 5i553 3Tf55 533% f%3353 "533(53; 

(ill) 33353355 % f%3( •53e33f%3 33% % ^ '^ 100 ■’ffe3 % %iT3 fwH ■55f^5) %5 3ff3 5% 3T3f%c3155W; 

(iv) 53W55%%3(535l1%3 5fl3%%51535?5 33%5i3S135335t53f, f%f%513f 33t3%53fTi3f, 5% 5Ir5f, 533^, 
3fkf%1333itS3d\ %5 53^’, 'f%3%53f5f, 5115335335 3%( 533^ 5%!, 5f%7355 3[f553a3f 3%t 5% 335 55% 

afk i^53Tf, %t f^3%, WTT, -fulfill 333553 3?33 '>|f5 553 "31555 f%5; 

(v) ^%f555 %M55 5%, ■f%5% 33531% 5f5f%l5 %3 5333 11 %5%5^ 5353 5fli%55 %t, %f%n 353fWT 
%5; 5)3 

("53) 533 351('%t 5^'%'f%%55 13 "4’'f5f%%e33f5 5t"53T(5t I 

( 2 ) 33^5355 % ■f5l('5r353f%3 5ft3T3f % sik ■<3?T15 53) 3i5%31533^ % 51^515^553535 55% % 5i)5l(3"#53 

5F'%53335^, '5% "giStl f%r5353 5i3 ^5^ 3353535 %'513531 f%'333 ■5ft333'^’'^^5l%355 55 5ii5135553'f%53 ^ 55531 % 5?' 333%353 
% fqPltlV l %3 1^335 '^' 5%353 %t ■((53-'[(5r '53% 33% ■!r33Trw: 33f|5 sfiT '?!% 53 "^f) 5?' 'f%¥%5 5^, 33%5 35%353 

'%) '5155 533 %ii I 

132. "qWT ■g3T5r—'f%% 3335355 ■^' ■%t%355 %t 515 5% % %33( 5f35355i 13153 % 5%5 % f%3( 3353i%5 ^55 % 

53 %^%Z3 tp3%3515 735 % 13% ■f%53'3333(53 535 515'^1535 53 515 %5 ■^' 533 ^ % 'f%n f5%5 

3*5 55353 '5531?) (JiAM Pi'H ’i'n 5KI 5I^5)f%3 % I 

133. 3I^?IId MRWIT 53 M'i'yH —TT%5%‘%5%5 33g553 "Sfi^F3335355 5'JS135i3ii| 53 5f%1 %?35 53533 

%'R51( 53ft5 31^%% -%) 3555 ^^V5 % 3Tf%73 %% 5lfti(l 

134. f^1RT%f3^%Wf'^' (ll5 l v4H I—'57%F3T3%%-53533335355, -53 5iiS3355ii35 f555 3 % 12553, 

■(555 102 "4 115 73333, f555 116 % 134 7153, %55 147 % 149 7353 %3'%55 152 % 160 7353% sik 355%% ^ 

'^’J75 3535 53 55ffl5 %)!('53% I 

135. 3tET'%TSfT^3%’'% di-silTSJN f%35 116, 121, 122, 125, 126, 127, 128, 130, 131, 133 3% 134 

53 ]' 53% 5373 55 % W3 5%f % 535I3T%5 '%tf%55 %) <53115% '%% I 
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3TWIET6 

^ tFT, 3I^d Hi(f‘@r, 

^ET^naFTniT 

136. ETP];’?^!!—( 1 ) "5^ 3TWTET % 3Tf»^fWT 'SFt *-ETT 7 % 3T’-ih ’^*11 ^^pSTtHW 3Tpfa % aT’tfh '^T 

^ ^% TW '^' %■spKsrmh 'tt' % ^ ^ i 

(2) STWIFT 5 % 'tj' % :3^ i^R^^TE 'T’^ETfETJT ^Tf^^f^ER ERT 7 % 3T#T 

3Tgi?lfET % RirT 3T5?R % I 

137. IRgrT^TTUT IIT —'Rf lEvET 3TR Rf % "ET*? ESTRiRT, El tEETf % 

EEEtTI 3T^;?fR % 3?tT R^ERT % fEER, feET ^3^37111 

138. IJEUIET^ 'E' ETI'ErSTTSFEE—(9) Ri ‘e’ '^^JITheh vrstEPT^ EI 

% E*1ET 'JIR 'PeTEE gi<i E PrET ER ETJ ^ Ep d'=ti Rt>'Hi ETTETT I 

(2 ) ETPrE (1 ) P' Rlf^'y EE ^ ftET^E pRET ETTrm afR RpHfllfl 1w ETEET EET fET affT EEEp Elft 

f'+ifi'il EE fEEpT afP E3-E5nE TE EEiR pREl ETTTET fEi eE EEE ET E% I 

(3 ) eE *E' PjtpEEE % E'REEEE % fcH(, eNt P'jiR e 1<R EpTEi' ^ilHCll ET^ EEf ^EE % E^f^Ei EE SlBini EETET 
ETEET EI '% Ert % ePiT Wt^ EEI si'hi PteW -eP «3-<<illE "fE EETC fEETEnrET feEEP anil aTplEi ETET P PjTPeEE E5t, 
PeEET PP E^TE ET E^ % ePtT PtTTTRRTE cNt P TETT ET EETET ^ fpET TT3T TET EpT I 

( 4 ) EePteE ( 3 ) P ‘STEtP ET Ep P T^ET PtETTEI EeP ETTeP fpE P fET'pET ETEE E'H PlET PEE 3 TFtP Pt 

ETTR P EHIEI T3TT EET Bpi; ETEE Ep EE; TTET TSnrpTT I 

( 5 ) PP JETTE eP TpER ET Ep % fETEp afP EpipE EETEf pT Epi EE P EE 1 5 ETST EH 'WTTE TEH Emrrn I 

139. eP ‘E’ ara^PPtfPniE «FT EU^THEvEIT—EE 'e' WfEpfrfpEE ETI E’REETTE, Efp EEEtT ETET PpPft 

TT^ tre P 2500 Piet P eTeet Pt, e'rkete Pe P ■^tei 'eteet P3te%~ 

(ET) pR PtPe, ETp P 30 P. Pr. Eft ETEli EET EEfTi err ET 

(,■'!) ETp 30 P. Pt EpERpWEET^ETTpEl 

140. eP ‘E’ ft^^tlpTE E Pt EU.jKiiF{U | ePT jp ^■EET--ypEf -^RlEilT f^RE I ETPE pT fpET 5 TTEKcEteTp 

apEET ETET P EE ' E ’ EpfpEE EiT E'RRETRI ETT Pt, *1_<SM fpEEET ETt, TE EpRT eP fPEp fP EpfpEE ETT ETREETTET fETET 
ETET P ePT EEp-EfE EETE fE ■^TEET EPeT 1 

3IWE 7 

ai-jitlPRli 

141. pEJP—-^E fEEEf % STPtE 3EJEfEIET, EEE Epl-ll P EEEpIE 3EJ3TTEE ETfEETlfPE TRT TTT hP'EI 

Et fpn TRR P 3Tp EE P pTfElP^ ePe Rr WE ET Prt ^ EEdl f I 

142. m 31EfPfPP%pE1i: 3j^i<nd Etn - ^ PpEnrTTprPt—(1 ) EE-q3p R^pfP EeP EEfE % fpE PsR 

EE ET EePT P PT STTETEE ETf^TETTp ETERTET EEp PF^ W EpEETEE eET Ep P pEE TtET I 

(2 ) 3PpET ER 3TE;EfRpTMfPlPf%RpPTP^Pf'^^'TpfETETtTITTTT,EEE4%31 Rt^RE EET E^ tPPT PtE 
EE 7TET aTEErfET EEJT ETt E^ P ET fpRT Eft E^ P fETR E^ TpE'+EH lli EE % fpE pMl I 

T 3 ) EEPtEE ( 1 ) ET 'Rf-TEM (, 2 ) P tPPt ETE % TEt P Rn aEJREE rPtettP ETT ER TTET»-TTE "A ETET P PTT 
aRpR fPPt im fEpTEJ eP ET eP fET f?ET7 'EpfpT P fpE % TE Ep E7. fER Ep EET P fpn 3RE1 Pt P^ EE E^ P ET EEp^ 
PePP, 31 1pERT?rRETpptTERTEETEprPPEFWfl EERe % fpr fpTTpt fP ERTT; ETETEETpt, E^STIr pEJT ETT EETET 
f ET EE1ETE ETT EETET P I 

143. 3Fpr1pT % fPTT 31 tP?TE—■R tPEpf % RpR 3EJsfPT EfEERT ETR ET EEP EeTETTE ETT wpEE PPT 

t^i; :?feP % fpTT EEEE ePeettP P EE'tT pTfrEE P RTpR ePeT 1 



['in II—■5rJT3(i)] MRff WTT'Jm : ammiTW 33 

(2) 5W'!J^'4' W=T^^T^%f^3TT^'!JW7’^' 

■^JTTw sfk ^ ^ arnifq; -jH: ^ qi*i*fl*il', MR^ w=if, H7il# aftr ^^RnT. ’^‘ ■pw rt ijtrT »33% % 'jfii 

■qr 3rjjr ■^’ qrf % qRqpq % 3RKq jw^t i anqi?! afr?: rstwtw q?t 3T^5Tf^ % 

%TT q?qT 8 ^'■^TTRTRR ‘qiR^qrqaiTmTqf'^ wqs'q^’^'iitqTi 

144. aniMf^ TTRniTqjr—(i) qnri ar^jim qrf^ehid, RRifteifn, ■5m fqqqafT rt Pi ■'mi t 33 

3TT^ infV^ qil W 3Tmq % imrTO % 1^ ij3*itPrt 

^ 1^ 3T^jTf^ RTRi RR^ ■^’33Tqf% Riff f aiH'381%?^^ % qqR 37g5m % 3rwTf3iT qf^ qfl Ril 3^ 

qq^ q5t ^ yPiqi qrnt^ 1 f^rqi qrfqqiTfl, Rfii ^ qiti 3nq1% q^ f ttI, qit ytRuiqq qqjr qR rniftf 1 qq^I^ 

qqmq qit q?qr 8 arq^ aq^irq % ■rt' 4 qrf^iqirft qit 1 

(2) PJi^ qrPTORi 3OT qqfWT (1) % qiRt rti qqmqq % iim 3nf^iqqfr q?t ^iraqrfq "giR 

qRRiq qR% 'SRT RKRiT ^ '^viiPhfi RWiftiT "WT-qq^ qft q% i 

(3) RqTp^Rftf, 1J04 fqqqqi rt fq^q^teqi' 'pRiqqv, '^qfqqq (1 ) % 3trPt qq^ rM qqrRqq qfeq qil Pii^ii 

qrfRqq^ qit qR% fRRRf % %tT fqptie rr rrrtt % 1 

(4) qP; fqqqr qifRRiRt Pi^vi Ptiy, qn% qr -sirri qr^RRi, rriR«iRi ij<s^ fqRRRi rt fRFiit^RT Ptrrrt r?I 
RRUT % f^ Pn-H 31^51 P<i % Piy^ 3ii^q4 Pti'Hi RRT't' RF qRRit TIR ”4' RqjT q^ Rlt 'Jil-il tiifty, I 

qt R^fl arjqPq %qitR rrrir Rit qqjjft % iRqi quO Rif quRT^ i 

145. 3i5^iftri^fiiR'ifidRf—(1) ^q fWti %3TRtq n^-^vivr^ qr^yPq^flq^?T7ff rt# ftaiUqR 

^ RR PlPv i feRi fW ^ fq^’ % aii-ffq -PfPTphq RRR STRTpte 11 

(2) 'R^fftTqf^%f^qR^RiqR#’RffT^RjRfRq3qT5^nqqqTfRRq^%'33gqtRq'^3RftR)RiqRFRTrwf^qiTRTi 

3flTqi^^Pq %RTR qpnRTqm^qrf ^ri srjjrfqi % rtr%frr pVh i qR% Rfl rri rirr yRi -sf^iTqq qrfRRiRf %RRRtRR 

arfH^ % iRq; qq^R Rit qmrqf fRRiR rr % rtr arg^rPR itfr i6 ■^’ '^ i 

146. ?nff ^ illii fC KK (1) i45R'f^Rin% rI, arprqq 

qTfRRq^r3TpfPR%lTqqT^'f¥¥^?TRf^'^fWfRRRitqRRRRRTTt, qR’ff'^Rq'RRRRRRrTtRTqq’^’qik ^RSrqftTRRnlT 

11 

( 2 ) qqPlRq (1 ) ^ R^TT Rlf^ RR RRIR ij<sm f%RRRi' fq^ fRRfI 3TJ3nqq RtfRRiRt ■glR ^<sq pTRRRi Rit RFRfq 
% Pi'll q^ PtiRI Riy,qi I 

147. ar^iPR tiR^ •tf ^ 3iiRV<4gi—(i) aipRi qftR^'Rit^ qfrt qRqqr rr rrt q^ 

f^^jtrnTqqH w%'^’^Rqq3:%,qlRfRRR^RmT37A33rR ('^T^) ai^qm qrfRRRTt wt PRftRq q^qtfer rfi rr fqRT qnqr i 

(. 2) 3Tg5n7r qfiRi: ■^’ Rft^ %RqR rr% rr t^r? ^r^r qrfRRRff % Rqei— 

( 1 ) 3T=pW qftRT % H^PRfl RR aiftfisRI RR^ Rit #3 RPiRT, f^IR^' %3qRT RTt 33W1 371R P<dNi RRI 

■^, RRT ^'I'+tK % RR3qff qRTR 'A'li; 

(11) RFRipHn ■^RqRT Rif RTrIsIT Ruf, R37 fHy, qRR '^%qi I 

(3) qRRTf% %iqRTRF^ qR^ RtI-RR tWRRR^qTRlR^afR'^RimRR%%iq7RTR^?FITRF'3fR3’fR^, Rfq jRqq 
qrfqRRTt RR RF TTRIRTR FI ^TIRT f % RFRlf^ ■^RTfRT W 33R1^ f Ft RF 31^[?lf^RRt Rit RR^ Rtt 33%tT t^RT ufF RiPhh RR ifRI 

affi: qqqt qqjTi RRf qq rt rtf! qi: ■^rt % rf WlPhs Rif, Rrfqr i 

(4) #ff FfTTqjTRitqif%3qR3:RRFrqnFtt, ■3i^#F RRt sTj^Rqq qiPi^ Rit 31 ^ijrPq q 377ftRq % %a 3 tf^ Rtfqr i 

148. ^ Ftyif^q—(i) fr 'Ptr^ rt^r qqp Rtt q|-335#^ ttqft arpfRT rr^ % Prt^ r?™ 
qrfRRRTt fri q?itRq Rit rr tirrit 1 1 

(2) qq^TfRT’^'3f^Rq%PRTj;qPiq-^FqT3;qRiFR^ ^TprfiRFTRRTRfFRJt^^ sfti'^Fl^ run'll %fqTq 

■^TRF; Trqq qffq ^1 RR F7R R arfqRI #ft RIR 3Tg^lfqt RRltRq RR RIKt Rlt RtTRl I 


1443 GI/2001—3rt 
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(3 ) ^ sfRt % 'CTRSH fTHf^Pan 313^ I 

(i) TTI TP^TW: 3fk ¥33nf(^ STFfT^R ■JTKR 7 

■Rf^ 31^71 P<i M'31'1 Tf^ TTI M'f^H 17 ■^', ■^■fHwET % 3TRKT -^fR 'ECTJTfRRT % 

"T^ ■RWT 8 ■^' -qifiMa RRt 3Tr*4Ftf ■^' |4|t^tfl % "STf 33f) % 

% "SRPT "T^ 3IWT 8'^ I 

(ii) ^*4T % %q STTifRcT 33^5rf^ #3 3TT»4-^RTR aT5Rlf?R ; 

(iii) 'RPl 'SEJ^TRT rItTR ’^' %3TiR'Ri3 f^'Il 'i<hi 'pETR 147 % 3T'4tR' SRJjlT'ET ■5nf^'»i|<l ^ITT h^< 'seI'R^ %3TiR 

’^f^hr ■(?'M % 33i1fian 'I'^il ol'i 'SfriRi; 

(1\') ai-idfR % 3T7fllET % fRiT aqPlRR ( 2 ) ■^' R*41 ■rPR; 

(v) 126 % 33'#3 artf^’^TTl, tR1^^''!5RR^lRT^3rRFPR; 

(3'l) Rf^fRRR 130 % 3T^ftiRr7t7lt^W'5rRRmi 

149. 31^^lfiRT >i41<ih3U( —( 1) -SRI Hql4i3>4 1^ 3PjgfRT ^ % #T1 t Tp^lRR 3nfRWr ^ W 

TEfRii I 

-ait 3Tg;5rfET fETW ^ -R^ 4?f t -RTfWI i%R1 %TER % -giW WO TnfR^ 

iR'i-RiliiRi gKI ’an I 

( 2) TTPR 3 ’^' R1 TTRIR 15 R' ^ f^R, Ff f^Rt' % aiRH "T^ 3R^Efr SPJ^lfR #3 % fRU, 

RH TRRft t Rfi? 3Tfllf3TR ^ RT ^31% 3TtflR '^RTn, "Rir Pr^r'I* 'RIT 'RT RrI^ si^RfR Rlt lREfI W Ril R?l^ 

-dwi'iM-l -1^ I '^'5RT 'f 1 

( 3 ) W RTti 3T3^ # TRI -btI srf^ % fiRR Refl^fl RT R^ ■^, 3R% 44e|RM % --ilWTf^R RR rI arnfT t RRT 
SP^^rPR % 3TRRf^ RTR%R^TI RR^RERT r4r '^TJStpRRRTRlt RTTO Ri3I R3^ fRETT RilRR3 r 4 % 'pRir^ RRIrRRI 
''eIr 33*tel^ R^ 'Jiiy'il farR% rI'II-i— 

(Ri) 'rrfRRRTi' 3 TRt4r % Irir; iq1<jiq 3T55TfR1 RTRl RRRI %, R1 

(33) % RTfRRn Rit^ ^I^IRiMR RFR IriRT RTIRT f RT ^JRRR •RU.i^!<<+,<u| WT 11 

(4 ) "SRIrRR (2 ) % -STRIR 3T1^RR5' TIRR 7, RRR 7R3, 8 ’4" Pn'Hl 'aiTTETT 3fl3 RR^i R1R RIT UT’^^TpR f^fRRiT 

RRIRRRI ■!■ W 31^;5rfRT RHH RR^ IRRII^f ^iVc R^R)3R R^ R^ #131 tW #’ aTRT RTf R^ f R^ Rf#R RT# 

Ripfl TjanRT RfiR 3R^RR % RTR't# Rl^'l I 

(5 ) 3Ij,j|f# % RRIrRRI % f#R Rr^RT SR^RR ^ 3fRRT f#RT ail^J|l Rif# RR 3T^?nR RlpRRRff % RTR ^ RlfEsr # 
fsTRRit RRRljRftlRREft'f RTR#R1RRlRftR'^R^'atTR af# rIr 3R^RR IR RRTR 1r 5RT RTTRI t RR Ritha RRT 

RH^Pl .j1IL(if| PJlRi# ai RTfRRTr# ST^ilfR RTT RRIrRRT RRRI f Rt RIR RRT % 3R^RRT R^ RR RT^IrR R^ RR IrRI RTTRI f# 
aipJ^rP# % RR^RETR # ’5RTT3 RR f^RT RRT ^ I 

( 6 ) RTRT 31 % RrIriT'JI # ■^RTR RR ■atTRT %, RRIrRRI % f#Ti; RRR R#R, RR# # ST^RTRR: RR# RTfR RtT RT#Rt 

RR^Pl#R#f#RRR1#33#f#R#fRT 3Tg5rf#Ri4t^RTt'aTTRl Rt, 3TR»TRT%RT#t 3#T fRR R1#33 Rlt RrIrRR # 1RTRT ^nRT 
t, RR RldlS RRT RtI 33r 1# % f#q; ■#, 31j,jlP^RTd RTI RTIRR RR Rt 'ainETl I 

( 7 ) aP^^ffR % RR^RRR % 1#13; RR# # RT#! # ■STTn# #IR# 1 rt RRRtI R3^ % f#IT, ; 

R3R5- 

(1) R# 34PH- ' 1H (4 ) % 3T#R 3#%R RRPRRTt % RIR 3TT^ RRfWT ( 5 ) R iRpTf^R 3TRfR % #RT RTRT R# # 
RTRT Rt 335## R1RERRRT R #R RltR # 3RRT RT R^fR RTT RRTR RRR R3 # iql^n RTt RTn# I 

TTfi; sfg^rRR RTfRRTTTl RRTRRRRRT) Rftd 3TT^RR RRRT r4rRTR RtI cikIo % R7RTR fRE^ r4rRTR RTT <1k1o # rH 
Irr % RRTRTR RTR RERTRt 31^1##, ## f#Rt apR RiltRl^ RT RfR^ER RRIR T5T# IrRI # RR fRfRR Rit ’aTT 
f, r | HMc 14 I # #R RTtR Rit ^(J# TRTR RTT RRTR RE# RT RRTfTR RtI RTT RRT# t ; 


' 4 4 Z*- G! 1. 0") 1 — 4' ^ 


(11) 



[’IFT II— 


■HTOI TIWiT? : 
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351^ (IJ "*11 (11) % 3TtTl=T fqfpn "Tikl, Tit, isflihl”! % ■5f>’-W obf^'JSI ^ % f?ni; ^HJ'fl I 

C a ) ^ 33^5lFR TTlftl^fJrd 31|^(;'1 - 3 ^ 1 ^ ^ fflTT % ■RTemi; ^WT f WNtTiT 

'ipl f^Hi wtJTn I 

150. 3T:anni%w'iri^’^'f«RTT— 144 % 3 t#=t aumRi 

5'^kI % ^wff ■5Rt ■^jiTTi aik 3n^ ttsp -^ffir a^F^i^sfr ^ : 

■qr^^iiMpTi ■jrI ar^w ^iniTn 1 

151. imiuiMii ■gn’ 1 ) 144 % 3?#r ir^ "feu w 3T=inf^ imFm fiTM 

+H<'^)i< ^ ^ f ^ "Snlti^Rt TT^ ^ "^TF Twr^iRT wm % % 'ST^^rf^'-nfr ^ ^ TpiW 

% 'H'JSK'ti'l'Jl % fVlR '♦il^ -STfV^PR : 

■'TT^ apTTTf^ TnWT^ ^ ■g^FT^ ■SRI ■yPwyoKI 3T^^ W3 'JIINJII I 

( 2 ) ^"imfll H*ii'J|H^ ^iT% ^R3T R^dl Hlftl‘>l)l<l ^ 31*^ 0,^ ^>T% 'UK''! 'ti5[0 3ftT 3T^1FTf% 

ynm^ 7^ ^ % an^ -qi^F -51% 3Tpf*7T»irtt ^ 3^7 ^rwif^ arj^im -snftmft ^ ^ 1 

152. ai-J^fVl t^iTT—(1) aij.Tif'Vl H41i^fl^R^'qT3T^7Tfw^R7%'^371^‘^7:i7lT’-PT^^^ ^HtRN 

■=11°iicii ai^fliM'1 ’srfti'tii'O ^'♦ikI % 'tiK'-'i ■^Tjsrj; ^Vii 1 

153. 3I:i?lfM ^^HH^ 3^^T 7^ch7UI—(i ) ^ fTTjqt % -q^ ^ 'Ti -ST^ aRJSlfRT— 

( 1 ) 'Jllll'll ■'Tfil 31 j^lPyitlRt' ■iRl 73T77 -q^ tlcjlfiHRiI % % %rT ^ 3TfW7 JW ^TTm, 

( 11 ) aijqiPyi'JRl'qTTm I5i % ^mPh-'ih (i) % a+j^R^ui ij aniipTi ymui^n 

f^Tn ; 

(111 ) 3iPc(PiM*i ■’IT '371% 37%fl3 Sf-im fshy\ Pi*1*1 '^TT aTplpTI '^' aitlP^V Pcf^ff % pof)*i"| 'JotTRPT % ^RTW, 

3rpim % an^ ■^, th %7?ft7i tr^ % -^r, IW^srin tit ^ t ■#: -sw ^ 

7T*TT^ i\ ^srrar t f^ ^ ^sRnin t; 

■'17^— 

(^) ^ i%7RT % STtrt^ 3T^#7T-Sfit f%lf*^ ^ 7^ ^t ^ argjrfRrqRJR ttit 37^^ f^ 

'Jll'7'll; 

(Tsr) P5<HWH 7!ffl aifWTil 3R#r #I ttttT 37f^’37rf ■^; afl7 

(^j 375^tp3 arg^Timd ^rai7 149 % gTjHTny-^’^77%-3qtWT% frin aip^ ^ 

Pqqf^d ■#[ lit tutttttt I 

( 2 ) 3HPi7|H (1 ) '^' fsRTlt ■JTT Ht, P^HP^Piai l WStf '^’ ai^Trf^’TTTt ^ ^77^ 3lj,df<71 ^ ^ 771 

oh<^ ^ ^ 37^717 'll H<7l'1 "IsTf PfHI WTitll—■ 

(■SR) TJTFi aT^slPTT 3Tp»lPP177 '4’ arj#?! ■^' aiRlP^iRl TITff % 'RpisnH'Jl % %n 

373?IRn TTlflT^iTTt ITRI 3RTf^ "^ilFT % "^f 'pTfTp^ '^57 T^t TJUTlt a^R ^377^ 7P7 Tf aifa^^'Jl "R '^iini ^ 

37777^ 7317171 TT^Inq-ll ; 

W 37^lf7T ^ W7 fHT lffeTTT ^ t W aT^TlN^ TOpR^ arprpTTRTT^ ^ % 371^ ^ 

■ye A "yf TJT^ ^ 3777777 W7 : 31*1’^ 

(73J -gT^T 37^7lf^%^777^^f%ft5(7I'^7^^W^I'77f^7!Rr777^ 1 71^ ^ % 

1%7T "^777 37^7777 w<IR Phhi 'iiiHi '^ifti', I 

( 3 ) (1 ) % 3I#7 arprf^ ^ PiyiPHd ^77 7^ 1^7% W=TT 37^^145 TTTpRRITt 77T % 

RTTTlf ^ PRJITO "ERP^ i 

ftxqUT—aifUpTTm’^ mTT 2^ aT^ltR 1 Rjujufl ^ I 
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3T^^iP?T % H4'=iwn, Pid^i ^ T?[^iOT’^f Piidi 'niftt'ihiO ^ 3ni% DiMiicIii 3 ?[t Hi^i ^t'-d 

3?tT "3^ Hidid 'A'II Rncil *j<9h fllTlft?! ttt "OT % '3'm % "^T ^ I 

(2 ) f^WT3nf^^jrf[, % H4qtii'i, Picd^i TdiOo nl'i RTO3T^1 %’feRI"^IT 

% ^u-sKOfx.ui % Rin "dit 3iwr41 3T^^rP?r 'jh^I ftiii 'jii4 % % "trt 'B', ^.=*5 ■3Tf*’-n4t % 

TTOIT % ; 

M4qftin, f^M(^fl’J1TT^'^'n|3T5#3'PjR1I3Ilftl4>r^)'^fiET'UlfV^FlC'S[rn’'T35JJ[-^TT^t-i:tfT3TP-n^ 

4.+^ 3T^ ‘'JJ^ ^ij'-iRi R<dT •i'^3 ni/T I 

(3) 3hPi*ih (2) % 3t 4[3^TT^ 3i:j!iif^ ^ 3mi4 ■*7 i t!fI- n^-qr PwNn ^nvrftn 

^ 3i^'irtniT; ■SCI41 ^I'd "dil ^tfi'41 sptPi % 41 ■n ■¥ i 

155.3i4l41f—3i jflPci ^fI^ ^ s^ % n^filtid '*n i41'tic''i ^-'tii^l '*it f4c:i«n % f4)41 

% 3T4lFr,— 

(i) "ycW ni4ii^ % miRci f^'Hi %, 4t'41'H ^ 'Jiii^'H; 

(ii) 3jr^'vi f4c^soh [44^141[4)^11^ ift Ric-HUsqi Pi4i(d5'^'^ '3iii^<|lj 

(iii) fsidi xir4'^icl 5K1 miRr [4)41 'iMi % Til f4<ni i4if4'fM'(l %r ol^fi '^R'^s 3ir4'3>i41 ^ 

(iv) %7P1TW^'3R3?r^ 'sfll w■^*, 33 %r fr^sRT srfv^dfl'^ ^1^TiftM 

( 2 ) f^>WT M i fa'S Rjl OT 3T3nf% W'JT-’q^f ^ T=^ ?''Rk 1 % fWl 3TI^ % 3T41^ 3^ 

^ ^iipfl 3it 3JW ^ ■gl^■qftM 11 

(3) 3P^aT4tgTW^lfl^ 3 fR ’ 3^^ qm TOgTl^'^TI^'Srfff^f^% afR 'RTfa^TI 

^ % 60 fipT % HITR ^ ^ 'WTt I 

i56.1^Fnff'^1^'5n^—»T5T^T3%f^'HdjT^Tr^Tr?^t^3Tg^i^ 12 tsft, 

102 134 3^, 147 149 152 ^ 160 TrR%‘32»m 3i;jq(rviV4rft 'iRt 'Jini.'l I 

157. (1) ^ W1F1OT% 

M4gTO I 3 % rft 3TR wiRm ^ 'FRRrr’T inPlwt ^ 31T^^ ^ TI^RT f I 

2. 3rpf3 % % %T3; srr^ % ■pn^fcTfen ■^W— 

(i) qPTF ?RT Ti:«F'97r TR 3i^ w T^#qT Tn 31 

3T^5fP3 ■'RT ir^3THRW ■'R33T W3T t’3«!1T 3i:lql'3 vRtlil 'T? '^*^1 ^ 

(ii) ti33MT ^ aiTTlfaT 31^4irt;ff 3W 3^ 3T?FT 1^; 

(lii) 8 4i T3=R 3TT^ # 311 ■oqft3 ^ ‘^FtT^; vr 77777 t sfR CWI-^Rfl ftRT tRT t ^ 

?hI'II % I 

(iv) f4T9 13 ^’f4fHf?J^’df3’^7Rn'4t?r'RRi'^ 

( 3 ) ( 2 ) % 3 i*fl 3 3T4f^ (;«ii^^’ ■afk inf^ ^ seIttitt ’srftrairft, 371 ar^riti^ 

3R3T % ITt, Tt, 3rT4 3^w: ■'RT 31^#3 3^T "^f 'ii(4n TWnTfcr ^ ’T^ 11 

(4) fiFT ^=lfaT ^ 31^;iP3 • g3c1Mft ?l ?R ^t 3^ 37^?^ ^ ^ TR 1^ ^ ^ 3^ 31^^731311' 

% 31»7l3 TtWt TfRT 4f ’’IT 'fe 3Pt4l3 *111 

-aimr % -m mmP^ ^ 37q sra^*! ft ^stm t ^tt 3f*ts 3 ft ■^rmr f ft srpP^^iRt tRT =m4»iK ’dcii4 “hPw T?t 
3Tg#3 ^ 313nfe3 % frrn 37^ 313 ■^■, 37nt SR^ % IfPI Ifmft 1^3 33 Tt % W*3 fi t^' % 3^af3»-JTfr 37t 





[■mnii—Tsr^■?(!)] ^wr^; 37 

t in R;eiiR^-Mi ifr "aimr ^ in HuPHSh ■^^nr aro^ef ift inren t ^tep^t 3riT®n ■Pr;’?FRT Tt wr t, f, % 

3TT%^rT 5PTftr%T?tTnT, vif^'Mli'’^3r^T^%^^n33n3TfMPi^Hin 

^ (^hhI % -sT^Tlir Ptitfl '^nfer ^ in ^rf^FT'n 'nnl' 'nrf '^Wr: 

■n3?5 ^ int int^ w 3T^5tP^ int anirf^ ^ '5^ -yif^Ri 

TpqW ftrin ^n^ 'snf^^^ '^iT% ■nwi' 'HH?! 'JIH^'i) i 

(2) % fnr Mnr f^ % fei’; % "^nEi f^m ■aiftiwt' ■313 Tsqf^Rr % -q^ -£f ^ 

% Rriu 3TT^^ T?T 1^, 'jikI Rti'Mi ’'Ni aimRi Hqi''iM^ llYnT I 

( 3 ) 33 g# 3 T^ 33 ^TlTf^ 3 r!ff^%if^Wf=m% 33 * 3^3 3n^3rTlPT^^1^ni3t'oqf^q?rini!3:if5t'T^3T^5rfi3% 

R'M, qr^-qi^ 4 t 1'H 'Sf’nlTn 'jii^'H i 


159. <(iT isiI'H—'J iei '?n Piqql % aitftq hvjj< 11^ % in ^ifenr ’to itc "333 

'I'+iJi in 'nWt '^, 'fti ^^j^iPki % ff^Fn "n^ in ijf, yPn-Hi ir sflr 3^)13 RipiT 13 w^iit iFn[% ir, 

'y.^ '<^31 <) wfd H'Jji W 'H'tinl ^ I 


160 . h(*I |e»m 'ill^ "RT 3l'j^nfl'5JT n»)*<l 'ilMl— (1) ■JF Pi<H*i1 %■ 33*3^3TTJJT ■R^t 11^ STJ^TfRT ^ RRiniFI^ qidi 
■RT ■313%' WRtn 'm 4 RR^ RICII Mri)«t) “hPki f^RTt PlPlSiR?)' ski "RRI Phy.iR, ^ T«IFT RT RTFF % 'fel^ "5^ 33EnT 

^s+HOfil 3iPtiHKiP'in^n hRi, 3R3jn =tA.'ii I 

( 2 ) T33 Pi'3*1 % yql'R'i % Ptiy aij^PRi yfiqi :— 


(RT) yrttRi 33ftjyHiPuifl ijfn % irih '^rt^ Rite rr tfrit rr^ rt; affr 

(33 ) 33^qrfRT 33cFR RR^t RT RR^ft % 33*3<f'H RRRt Rl RRTlt RJp y(n RT RpRRT 3R^ RR% R3, 

R?T drf^RiiPl 6 ki R3pii!3*3iP*m Rfl ■RRilft t^TR^ 'Pf Rij^Pki R^ Rpt 1^ I 

161. 3lffl^^yR cfO Ryl«J UIM ijl^RTllf^T—PAMI yiPRRilPl, 33f^PdRHRn'5RPiR*l' Pl^iRR) SRI 

Rpt R^ fRRTp ftRt^ % RRRR5p R^ <+i4rI?T RiP 3JRR1f^TRRRT R?t ^ I 

162. wI ^ri ' iRrT RT 3 T n 4 RT fr* r.(4nm —w ^ ^ ^ ^ Prir, rt^trt rtPir# 

33R^ RRp^Rt RR pRiRTRR %r(Pr RRRJR % f^TRRR % 3TRN Tpit qA'il ; 

RT^ W pRRR Rpf RR^ rP RTR "giSR 1^3RRR3 RPP 31R% 33RpRPR Slf^TRRflRp RR pRRRR Rpf RRipRIRR? RlpRR Ri: RRTR 
RFRp RlR RHjfl W3Rp I 


3T®mR8 


'EFT mP\<»*>FIT 3^tTR3ftR9m 

163. RrP3<mJ|!|i|ldl R)l —( 1) Rpt^ RRRR1’^^tfpRRR RR RpRRRRT RRJR, 'gRRRT’33f*R?r'nR^ RpPjn'RR 

RR3 1% RR "WITR Rpt, RIF3 ^^PWRH RR RttTRRRT RRIR, '^RF RI RpRRR RfERlRR % (PR^ ’^R 33RRTR ■^' '^33% RTRTR^RfRRRRI % 
RR fRpiTSi PRRRT RRT ^), MPlRivdR l PtRP^, PrIr^' 3ppf RR#' 33ftR f^' mR'RvI'JHi'IIMI % 33fM, rP^', P^ 

;3-^ l Hi; i iT , R1R FTRRt Rpp FIHI'R *i|RM!n, RRT RTp pRRRRp, 33pRp?FRT #3 iRRR % PRTR ^Pd^lHd % P^ RRR3RT, RTT, 

R3RT^ 33TT RRp RRR -3% RRR PRTRTF RF ■^', ^5353 pRipW IFO R^ RR ^ RRRp I 


(2) R^ RRpli^ ipRT RpRRRR WRT^ff PM^ RRTRr/gf^ITTT/RRnqR 33R3R3T % Ps'^ll?'! 3^ fspITR RTRRT 118’^' P^ 
RR pRRR^ RrPr % 33gRR■#ip 1 RF "^R P^TRRP % RRR7IR % H?Rlft3^3OT PiWleqi Pii^tti W 3RJRtPiR R^ STRpR^ ^ RpRRRR 
WRTSRMr RRTRR RiRTRRf RTP Rn^^FpRI I 


3 ) qjtfrqRq % Tffirqi^ ‘^RTT RT RpiRRR RTp RTBH T3R^ RTTRT Rpt^ 
W sTTRFR RTtRT— 



(,) ( 1) "^ pRpPpiR RpTRpRRr PtRpi 3pN: pRp¥3p^ Rin RR^ RpR RpRRP Pf, appR 


( 11 ) 5000 RRtTRTp RRpW RppR, RTP P^PRRR 13 ip pRpRpi^TrtPT Rp RnrnrPl 
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( 4 ) afk ■'TWt % 'El®! Ylr'it^HT Rnli ’STEfT ''IT "5^ ’PPI^Wi, ftR'ifV'Jl ^ fihM, 'Jll^ 

^ Ti ttifl i % ^ ■qF 3ik arpiT iif trpipt% ■'iT^■% w 3TOT hR.'^a, ®it 

KtferfkFf^FqT'^TT'TTOFTt, '*17 3^kTI^'^ il«h ’FTTnaST TiftRT, ■?mf’'IT’'Skft ftpf^Plf^Vi 

srrpft Tf^ enRra i 

164. h<4ViT sfrr RiPi^viT *1 hsii 'jIHI— arjpitf^fl ■rrof 3 ?It k'"k mRi, ■wi-Tm'TT'Ppw 165 

% 3T#T 'TiiT kfFj; Ti tit'!I ■qftwT'F 'Ttwt k' Tisft ■ompit 1 

165. —( 1 ) Hf<“h'(.“RMni '^TTT HRqffM RnRan ^ f^ii 'fllli.'ii f^-wA lEqil, 

'imM, ikHf, ‘FTskf, ■?T3n?I?pff "qr stPwpi ■gProraff -sfI fesnFT k MRoitfi 1 

(2 ) ( 1 ) 'A Rlf^ 'ft ■FfWH ^IITft ■^ft ■Him ■'ITW mR 4)T'JIVII6|I sfttr'ftrft fftftw 'ftr TWHT 

fTRfftrftsFT ■ft: T1T*I anftlTT ■!JTTi;?T ■siftnT— 

( 1 ) ■jrTKtTftFT ■A^rorf ^ iiTifft ■'ir^ fftfftftTit' aftr ti# ®fft ■#i-'?fftT Tiftni aftr %twt ^ 'W'l, aftr 

(n) WTT "FFTI ■Jfft Tftftw ■'iftn, ^ ■fe■fftqR 13 ft' ■pftFF ftftv 'ft ift '^iiQ.ftl I 


(3 


) %■ ■f^ ftsrftrft^il: aftr f*it «bK<ifi ^ Tnftn ■'ir ^ 


WT ^ aftr 3TW -qF TTFmFT lft "aTlft 'TT ftp TT^nftm fexj; ^ T^ft f, ftlftl^Jjfl' aftr ifft Tj;^ 

'FITTTW: T^fjri IT*IT, ■ftrff '^Rff ’'IT ■'IF fftf^ HTjfkF "Wilft ^ ^Tfftn ‘ftn I 


166. siftTWRiRift’5)1’urftTT—^ Tr»ft 'T^nr sftr ^gftpirft ■A^tftpiE ■^ ■^■ainft ft, siftmF 

xrnnfr -smtft 1 

167. ■^ft 3Ic)ftV|ftl—'T'JSOT^ftprft 3iralF, qiqcK'’!! 'H<ft "ft 90''Tter k ftlTS"'IT ft*RT''lift 

ftm: 


TifT^ r^, f^TETF I^PTFR 'ft? ftTI 'ft Tftn ft’ 'Fini''Flft ftPI Hpf 'F ftfrfmF 'ft ''J'lF "FTTFlft 

' T'5H4^<'^ l^^3ITF?TCft'FFftft'^'TFf'FlnTftlFFT'fftr'3F3IFT'^, ftPI^FF <IH-l6Rft, ftft'FFT qim. 
TTift % ft^ 5FFT TITaaF % ftn, 3TFI?F^ ft I 

168. siftid A^lPd^iM ftift' -^fftni HUjuu i y^ft aftr^^fiwraft^ai^fftgrfft— 

IT^ iqi 11TTT5 ■jftftFFT ■i?tftTIF % Ff^^T'T W % ftl^ F«FR«6T'J| -qr^ FTB^F FT %Tft’gftFF 3T®IFT ft^ft ■ftrftTfT RifW 

% TTft ftkr "ft ftlFie FT ftFF FFf ftfft I 


169. U^ftkT (^Tftr^) ■Sft 3I5(1ft«lftT— ■ft?tftTFF -FT irfftF -ftjtftm -ftfif % hR'F^T'M, AfF, -yrTTFIFF, FfR^rri, 
'FRFTTFTTFFTFTT-FFTtftTtmftktF^ CqftFT) ft WF ftTFRT^F (.FTFiaFFe^) aftr im 

Tpcq^ -q ft^F -snftfti, tff ftfttt ft ■qft^ sff ^gftiFr wqlftn (f^ft) ft 90 ftkr ft ftiqi^ ft ft-FF "FFt fH i 


170 fWR ■5TraT«R-( 1 ) -ftl ■'ITF ft 3TT5fFTF-ftlft ■^ ftlT^FF'^ WTPF-Fft Fmjrft Fft'FFFFnFTT ft 
tFFnFFTT TrraFlftkFfftftf, fftFT^TTRfftftf.FmTTIFfFTSTTTFftF^FTjfftFFlftFFmftaftTfftTfttFFFTft 
•i ftiFt I T FT FFTF FFT FTFFT ft 1 


(2) FTFFTFfttft aftrF'ftFmT^irftft, FlFT-ftFFFftftFFf^FnFFFTlft. FFTftTTJTFFftre 3TTFTTT % FFT f^FFTTF 
tff fftIff FTiftr ft ‘i'^Ri FiiJMi' 


(, 3 ) F'ftr FFIFft sp FMlIl'^j’ FtI, -FFft fn ’ft ' 


% ftF ft 'FTFT TJmi, ■FlftTTfftF Fvl IFFT FITFTTT 1 


, 4 ) TTFf ftlFT 3TF FFF ft'-Flftl ‘FFT# ft ■'J®TF) ■FtF 1 

( 5 , TifttFTfFFfftfttFF^flTFFTFTtFftftFTfftTFFftftFFt®ftFFF^ FFFI FT FTft FT ftft FFFT ftFF FT F% F®F 

Tlftt ^ fF FFft ft FTft FTFT FTT? tttFF FFj'i'F FT FTF ft ftFTT FT TlftT I 

, ^ ^ f^- ^4^Tf^ TFTFFf FT FFFF IfFT FTF FFK FTT ftpft % FF FT FF TFTFfti FT F'FTF F Ft I 
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»3T7TT ^ 

( 7 ) 'llRl'Wl ^151 % 331^ IICll *{<3 <H*^I'^1I <l=ti ’^nffTTH r^t||^ 'll IJ' H I 

( 8 ) ■^‘, ■am ^ T^^33T«3 wR-^cfi 3T«TT 4w3f »3t ^ ^ % %T3; 

■=1T5R 335> I 

(9) 'IIPI 'iifpi''-?l ’^' '3 hP-*TO tj^R(n *nri '5IF3 ^ 3ici'i p'l^ qif'il 'IHi ^ % Ihu, hi n'll oqqvJsjr ^ml 

*lpi 7:®IFT ’'33 tq'liy_ 'll 1'I 'JlPI "3^ 333T33 83t'3 '^<31 ^ H'-'HI^'ll '3 ^ I 

( 10 ) 33^ H|R^4I ■^' ^nr^TT ^ ^ 3t^ % fcTli TeiPfi -qr 33f33t33i5f7/'irfT ■ 5 ^ mjTj ^jni^ I 

( 11 ) 'IIPI ''3Tfi?T''3t ’^' ^33 '?FTTT^ 'iiicl % fin H<ip'J| % yqip [<3311 '3'im, iiii^'l 33^3 ‘^h ^*3^ ffT^T 

n'liy, 'll 113 '"I fiin*) ^ 3fi 'll ’'33 isl-^i ’'JIT '33%' PiiH^ <an3 ^ Mt'H ^<31 ^ ^ I 

171. arf^^a^h’^w^T—(1) 33 T 3 M aik ■% 'h3=3 ■ 3 * 33 % "qr wf %i^ 33i%, tin BfR’srw'^iT'^, ■f%R^ 

'STWT#^ ■Er»%%3T ■% -^p 33g?m ■'3^ #t I 

( 2 ) g,oH Pin'llft) 5KI hhI'II'i ■% fni^ 'STj^tP^^T '’^Ipff ’'31 ’3'3'ff rnnin, n-ipl '•f)' hm 3i 

^ ■% ''311l('% I 

172. T3sr-33gm3^h"irrR?T’!FiT3t’g?T^’%'f^33^’q3I'—(1 ) ■%3 ^*31% pJPPf% aiRT%T ^ ^3T%T ’33 -lirW!; '»3t f, 

■%T^ if) -Ha-Haiq 'ifk M3‘'H(1 ^vf 'SFT't ■%) 33*13 ’5r%71 "^f ^TJsfT, H(<'H>'f|3llcll'% SlpTifPff 5131 mfn'jid ^ftTR" *'3ptfl 5i31 '*113! 

fofilT fTIT 'lift 333 ^ TT 33 ^ Hl'l=h-105 ■% 33^33K Pi Ran 33^51 ’’3?'% 33tfpT 33)3 3i -^hk pf'll ST^flT 'Tpf I 

( 2 ) ^%W3 ( 1 ) ’4’ PrPf'y ■cqf%T, 33 ^ ■'353 fiTRf '^3=1 pTTfaT'n ^i3%, 33*k 'Jirrt 1 ^' iff 33F!3?'3^ ■ 93 )^ 

^33%, 331331 33r TRmn 353 -PIitt f% 'fsipi ^^J ^mFi 3 %f 13 ^, ^ % fwr msfIT ■3J3ftm f ’^it pf^qi iSTTflT t 3ff3 3T3?T 

’'353 ■'33 ’313 ?Tfff %f PnPiRfini nA.‘M f5pT% Si-ri'In ftii*) '%t f%^l ’'W Hn^ni’t’ I 

(3) 3333333^ ■333333333^ ■^33^ ■533333 ■% f%33 '3T5?3 ’'3^ ’pffpTtT 33)3 fiPinrlRan 5!3%*3 ■% Pnu 'iikI Pn-ini ^13^,91 f%33% 5l<i'i 

■ 533331 ^ 93333 ; ’g;3f’i33T 3:%% -firpn 33 ^ ■953 ’wci 333 ■ 3331 ^ ■% ■'j'Tptfffiii'n 3ff3 ■j+'itPOT ■% ^33 'iilijid ■'tf! f^^rr 1133337331 

(4) 331^533 ^53 iinff ^( 33 ^ ■% yjff'JH ■% f%T!; ’» 3 iff ■^ ■'iifai^i, dMgtwi Hpf^PliPi ^isrfisRT ■5333 ■^ if^ ■^ f^ij; wff ■%r 
■% f^Rnlfll ?33T, ’5^ ’%'ff«3fT 333%73 f%^f%9)3 ’^’ ’?^ P#f3T P^I'-blRvi f%33; 1317 iH-iHIMf 133! iHg,H3llP'Tfl f%^ linff ■! afftl! 

^13%) 353353 %f UT33fr 11 

( 5) ^ 'J l Md l Hf %f 33933 ’^' PST’^T^ ^ ’^t HNr*3?m '53W3 »>, 'I’tPto % Wl 'Sfvlf 31333 ’q#im p5(fwff ^933 

i3J3T^ 1%53T ^33317131 

173. 33ft^- rH4i4U| —■?13%13 33iTf37fnT ’^l yPl'J^ii'JI ’Tllfin, ’gnf33T 3f33 ■yW’flfT 3Tf% ■931313 ■%93 ■5333 '33P'=r % f%3''3: lijjldill 
i3Tf%?3 iffiff PjihP)' Jfil'l ■^833 PiflifMnn Hi-in) 3 36’% 3 i'Jhk 3hP'1 iumi ■% fPiy, anqiinnj 'HihiPi affr f5Kr3 nn sftr tihiph 

■pfif 1133513^ '3^Mr3'»^fl ■%i3 '3r3'4)3''l ■9I3W33fM333Kr'1 7=1317fiTm; 

'33?3| ijw f%3w ■irjtfPm =913 33173833 ■p’Tir'T 3r55n3T ’^iVn 1 

174. ^<itnt X|T| 13 T—33T3%5r^’P3^i#t%T39W’i3iff ■9?ffPFri3ft3'93i3 fw)! f %■51311 ■% fPn7 

73fif73 t%3 iffiff ■9113 %f unpfr i, -53133 mRmh^ ' -i I V I MI ■% 'H''5R4>3'J| c5%3 ■^‘ "iptir ilff imiliff aftr ■ 333^333 i3'il5T35R'n 33T33H afR 

■BfPIPlff ■% 3333313333 13^ f%73T ■33333133: 

■qri^ 75354 Pdfin^i ■% 33173833 ■?34 ■^ wjpdfl f%t7 TSTT^ %f 331554 13W I 

175. ■’3iiV %f'Tf^«IT3T—f^ % ■<371313343 i'^f3T^i531'5f%’3f33^^'ft^ 83313% f%TJ 7383ie =^343^ 

■433 'iiiy.'fl 1 

176. 357341 if,— 33533)135331 *nf%T, ■^J^ 3343393, *5734313 sfR 3314 Hniil ■% f%9T34I "43) 4344 %TT4iff '433 15413313 ; 

Tr Rtq73U|9 i |ii=ii if Mgfdt ' ii 14313 ) 43 354 if44f%4 ■%) urci'f) I 


177.’q3f4'?n|i3f 3ffk^3f^43Tf^r?T^—(1) 15)4 ■% 4343 43f i3iff 43^ 435i3f 33)3 %44f 431 433434 %3 n-liw, 
35T43 M' 11 4 31, 1414 44 ’f^ '433 ■% ^43 f%3ff -3314 ’445433 M^sPn 4333^ 3434733 I 
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(2) % arn: ■«IT^ sfir -tiTT -orr# wfiT ^ ^ 

n+i'wi 'Ill'll I 

(3) 2tTro^ wft■qr"WT'CTFff ■3^t3 3wi<;^ wr^ %qi jTTtrqr i 

(4) ■’THt % wi gtf^ I ^ ^ tnTf Trr tmtpt 

4 Tjfen*^ ^ ■nifFo; I 

( 5 ) WT wif ■'PT RPt ^ f^’ ■=71 fq?# 3Eq 'S'mqt HT*rT 3Tf^ ^mETT '47^ dT^' 

^'■•iiii qidl ^rftr TA^hi '=STT T[% I 

178. Plflssn^—37=7^, St’R '^, rUH^ THdl’jfl 37l^ '?rT4 Yt f, ’TFR-'RTT^ "q^ f^ft^ -^ftT 

"TfrOT f^ 41IQ7T11 ■f^8T4 3^k -crdsn '5F7*i fef ■^TF 'oqyBrrTlw #7 "gTERT anqrff -qq fq4i frit ■rt^ ■q^r 

T(3T 41Hj;qi I 

179. yyid^—(1 ) 4riw+i<')U)IIMI ■^’ flqtfSRT Ifpfl 3rsiM=11, =71^' aik % ftTFT!T qWfT ■^' qete ■?! 

qfVrftim -rf^ i 

(2) #7^‘-qT’FR^’^ '=7R^ ai^T'*^77"g^WW aqnTF^■RlW-aff 

q?r 'f.i'i'^ipl ^77% ^ f^iHan '’TftfjRqrri Wifnn qJt 'JiIy‘fl I 

(3) w'qici'iT 77^ 5 is 7)M1 qr m 4^87^ 5.171 4? ■ypif^qci '4)<^ fd\ di'^ qpit wjinj^'J) f^ 'Jin'Hii'l aflr Tqj^qiTf qjt 3fr^!J7T 

% 37^77T7 Hy^pqn ■gRpTi <<31ITKIT't' ‘qi 'qini 'i^ ^*71 ‘Sr^TFET ifflPT ^<>171 '3qTqs*T <pd1 I 

180. 37rn"!?)t 7i;'4'ti - 4RM+i<'j|viifj|i nwpq qqift omHw 'srt aiFT 7j-«rqi aiPnd^ ''7757 Piq'^qi 

qit 37^ r4°ft4dP ■gf^ qT% qrr 1 

181. MRt*<UIVIIHl ■eRT ■SR’^ - qf<; -SEI^ qR«iF)<'JIWdI •SR 1 R •^r WT t ifl ^^ 3 % ^ % qhlT % ^ 

A ^ 'TgTTfSF 59® <(d1ilS ^ tTHI q«TR7W7q FST 7^111 

3TK7im9 

<A.3 r^nHui 

182. 'c^ IVdlMI dm - % 'TTFRl, "Fq % I^qi'H isJMl,fR7d THr^Rf^d d<l1 

f^iETT qTTTTnr ■# "gisi -gnj R^Han ■^' aijqlRid f^niT ■qmj; a^h ■'tf dq.dfd ■^' aftr wf % a7«fr=7 fq^rr qmiTiT 

qn ^71% ^ ■qqTT-'Frtrq ■qT aTTiqrf^ i 

183. 'c^ ril'Hvn ■JpT HicllTtl dTHI - ijiy(s7ET M,<SH 'pETaPTi '5I7T RlP^in '?7q aTJRtfeT ^5q<q77 % 

fTif^ ^qftqftsRT q^Pf ■feqr ’=’1113771 afri: ■qm '^f TifN^ 'fw '=’1173717 ^it g,<i'ifl qirntq ■qiw fqfq^Tif A fqfqffe ■qp7737f =^i 

5rf77^ q fr 1 

184. fiivln VmT <* 1 RiRjH fa<l l dHi -■ygr Pdqqqi Tiqq -TTqqqqM^ 371 ^'STTi■ f^iM'TiWfqf^ =Rq^ 
^ Pqqqq b t ^h i e ei iifRPTr ttttt % fTiRT ^jlfaqq % fqdii<■= fi^, '^qq ’^f^tfdqq qfr «n7 ^ 37 ^ qi q''-'7K*b<'=i ^ qit, 
r^’T'jqq ■^=jtf^qqq 7737 ■qqi ■^, ■qqq^ "qi iTTTqq % Ffluq fqETT 'Jiiy.qi 1 

185. L > .j;ll>i^ii ^'^-qTwi7n7q'^aTF^-M;qTi^%’g^^r^lfiW7afr7q^R7ET7^%'qT^fq3mqiI 
% %n tttH ■fqiqT ^iy.'ii I 

186. 77nff <» i (\i.^icti4 -qetfEmaik^:g773fi7d'^'=7^ft9riiqi^t=7?r'^fiEq=q7ftqr^q7:, ■fTTqrqqq'^qTqi^TTq 
% qW iTTqf % qKWniqtq ■^', nHldfOTI ’TPqt 73;q7 -^ciiqr^l <^‘lt, 37*7t7^ ; — 

"^TTEEit” 

■ 5 ^ fUirid t 3^k ■?<7qq qqtq %i7rT 77137 : ■^’iq % q^q ’^f ftiqi qnn 1 
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3TKqpi 10 
■3JT ■'Tfta[niT 

187. c^Hl - ( 1) ^'*fl ■cmraf wn arf^WKl ^ ^ew' i n ^ 3T»-fIeFT afiT ^Ttf^ -SPT 

^ w Tnart ^ i w 15^ ip fmT wm t f^>rR^’ 3r^ ^ t wi ifra 

bin'll <a1^l 'frnJTTT '^' ^ i^J^I !(flwqi ‘'TT^ Pi^hicii "^tT '^1%' I 

(2) ip Tp iiiTrm ^ sainn % 'hft tt^, ^rip mr ■ornp afk ^ -jr 

'*114,'!! I SK 'flfn ■H'+idl %, d'll^ 'll 14,'H afr?; =(lo<r1 % ijF % % iTiTRHTT ^la 'iiH^fl afiT "ETZ ’^' fTOTTiiTT ^afT (HUa 

'■'1' ll'Hi I w' 11 ^*41 'Mlfl'M ^ '^^01^4'^ sbi 'll I y_'III 

(3) iiroT^’arrwT i^tit■^', 

^ aiT iiTFi 'WTifeqf arrqm iftt "it, afk f^, lETf^ mM 

^mpi 

188. 'JIHI sltr d'lthl ^<ai 'JtHI — Pl'HH 187 % aHTl'I'i ( 2 )'4^ PlRi'e ^Icirnl ■4 Tp 

iiT r'l? 1(1 % fpj iijft afk ■'ifl^r’i arRithi-O wn^ri i 

189. 11^ ■% l|R<H etO ■?![?*) *11—(1) ^ %T % iTF^ ^ ^ % arRi ^-5111 ■qr aiFniTW % aifiiW ^ 

17 ^ Rm 26 % arvn ar^rfer mI'm''!! ■sir t^I ^n?ft t ■'wn aiftiifiRt ithT■^ it wr 

anillfl % Tsm a^rR 'i|i4 % Rill aii^iRia "f I ■hRi aiiMinotial iJ^'hI ®i1«)i 'tiicii lit i‘^ii (44 qiirii aiftl^iRt ilift % 

^T1|% lit T^ITT ^ -feit ar^ WT 'm ilKn ■Sf afFTRT % T«TH iTC ’384 % f^TTi awRld ■?; 

'IPi 41'I''II ^it '1111I % 1% '^jtf^FTH ''^' ■^'jtf^rw lit 'till '1*^11 All aiiq5;i|ti8 heI ■§■ I 

(2) 3^ ■'il'l Hlt^t-t, ITT '!ll?i ITc^TiR f4rf1%> 5 KI 4 jlPnqH 3TF1T1T Rh'll ■Jiini %, -injii A4 'HtA 

atf^qii-O '^, Rri^C'qi, ttfiitf^tcT yr4'(ti i4)'H % ^^PcriHH P fsFWT 1*^11 aMphqH (1) % 31*itiT Pciill %, 

ppr ^‘111 44 'iP'; A4 qiMi arptrorit 4,41 artw qi<q| % lit, ati4i ski qciiy, 'P ■Hiq) "^f an 44 : 

'Jif I ^^PAkk 4i*i 1 'A' TW 1*^4 dK (Ay 'an Wq)4 % "aTBl 4 s^(Akk onKI "an Tm I 

190. aiFTRr •iWiTT ^ 'oRT 'SFOR—3TT^ fair an% tstr^ '4 ^hRmPAa ^ ^ ^KuP^' jp ^ itilpTf 
^ wt PHt^t fi ? t fa tt % ar^tiK Rfrnt ^smnrT— 

(1) %4t if —'SRip ^ PITT %4t' lit ^71% iim % fAl^ ip ■=TipT ; 

(ii) ‘tii'trKPl 1 IT '^ift 4^, 4lPiifl PA'41 'Jin^ IA 1 qqiPiHal ip ^nn % lit—yrAon 157 lit P=n(4l PAht "itt iTFT % 

P?p1l5f7pp; 

(ili) irp'^ tAt 4:'—4'^ ■5 r 4«+) ip^iipi 

191. irfPsiroT tnPfer?—"Rmr "Tit^ "^ttpiin— 

(lEfT) yrip ■?Kf?R'4 MRlitil 1TFW PeifA^VI tPOT an^. ip.—1448 ('HFT 1 ) ■ ("^ 20) ^11 21 ) aTp'^, 

apR rl6HK'H ipn arj^ tP i4iPp; afR 

(13) %pr3'RiRRtp arptifwT'^it ^ 15 ■sfitwiro (i) % ar#i pHy^fl arfimpt 'sm PArti ■gan tP tIiP? y, 
aitt HHiP'ia lip -qlffey I 

192. rtP^^ umoH—(1) ■ara'4^fppw'^'?gp^'%ai^itRR'^Pp3;^ppiti3 aifiTfwT'At iiRTis Ap3wa 
( 1 ) % ar^-ppirpT a#4i!lTTft%7TR^iTPW9fpR'Rrft45f%RT«T J<nil%PPt 41^7 PA^TTPTT't'nt'W aiPpiKtTflPpP, PPP 
jRrtiT ppifP: aflT ■^TRfp "qT OPf-iis lit ■!, ‘Tptsfpn i 

(2) arfiiiwT^*p 16■^ariPHarpn'AtiJ■RiiTRP'iiaji'ppp^p'STTp'ip'p^,ptifP'in'iitPfP:PAiit 
iff-pTT'it ■HKdVl RFP PqP-tfii'y IRSTT 311^. ip.—1448 (Pt l): ('^'^ 20) in ("p 21 ) %^RrTpip[,^’ ^tk ck^ik'’-! y^Tl 
fit, aikh Pipfp HTTiRTt aik arpn PkpnaiP -k '^ep 11 


(3) ■p PwT ^ arkk pip ip wim likT ■oni At aristf^i A ipi IkfPrp ifp i 
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193. — frm 1912 ’Til15 ^'^4RI (l ) 

% ST’-fr^ 3Tf%RiTft ITIT TnWT 5 T15T 'JIIM.'II I 

194. Mlliyui ■RigfrT— (l) TftaFT SrPTWlt ttiw hPlSfyi WIT '317^ TH, 1448 

CHTT-I) : ('^'<i-20)’^ ('^'>3-21), '^'(Hi "PI, (lf<i 'tAmi I 

(2 ) HHmT ■^' ^ TTH■=1^’ ■'FI ■frPIT TSTnETT I % giW ■^, SMHfHliT ‘'if^ 

'+1^ ^ 3TIt ir?TT 3<i*il<i0 ^'iTT ^ Rnjj 31 ^ ■f^pn "^ntTpr 1 

( 3 ) ’hF^ 3^1 tin 23 ^cTliFs 'if.I TtI 3^ 3TRTtt f^TTT^TT fVi 'i+^’ii q'[ TJ "^TT ^ ^4 

■511 'irnTT ■^ 3P^'3TT H* 15 dl 'Jliy'll '9fl'8ir4 31^*71lirt 3Hf|+H3 T^TTT^ i+qi ^ ? 

(4) ■'rfr; ■TOBp’T "I^Tj ^ ■arrpTT 'WPT■'Ti ■!■ ■’IT^31^' 31SP1T y'ii«'iFk"| TpEiik) % ift ^ 

Hipq^ 3i■^' r^Pl'^Pti H.&rd ■^ 3|'Jmk ■'Rt^T’I r^'Hi 'Jiiu'ii I 

195 . ■jT^’’TO‘J[(*Ilfl' <ti41 U<4itf ■^’cra' ynih4|l— ( 1) 3Hi4ifad T«iUT ^'%ti'’TTi 'I'^il ’’^rl■'rff’VT’T 

■9?^^’#’Tr'T 3TT^W'WNPT'’!F!^'^'f^'f^'4il5 'Ht '’^T'TITf ^t 3ik aTT^ "94^^ ''FPTT 

kH^Cll ■f' ■'T? W'K'I, ■’Tf fislA et)I'll I 

( 2 ) 3Mf4’TH ( 1 ) % 3T#T friti^ 'lITfpr 

(■'TT) ^JTiiT hT'H' 4 ®h<Hl ■'TT '’TT 5 41 4” STT’TTTT f^PTT '^ini % '’T'T TftkT^JPkT "^iT ja<=(|iJ'ii 3^ 

srf’I^F'^ srftpF 1500 ■'H ■^TT^Ff ^ T5*if % PIT^ ■4 ^WTTT, "qT "if ■JdT.qiH’H, ^ '571^4' 3TftT^^ 

3TftT^ 1500 W2F'’1T'f^5TT4'T^Td3TTT^, TT»4t 'ITTTT ■’’TT2'4'Q;4T ^1^4"ET'T^ 

sfrr ^ ■^fl’tT’T iTfWTl 'Ft mRcttI ■^TTT I 

(■!3) ^ ■q^T'T =FT STT'TRT TjJT RT^Tf ■^’ '’nTiTT ■! TKI 'M WF srf^TOTTt TI^ sltT "FTFI BTllfFd 'SFtTTT TTKfT 
41HI^W '=f 4'^^<, ■'rd’^n’T srfiioFlll sitr RmI^ yiKi 414 ■F'f'F, ys'-i'm ct^■% hici %■f^Plt ’TTP■% sml ■3 tt4 

r-iqiRtI ■'FT TTW f 'FT ■S^ ^TTTT4 ■'Ft 3npTT fTRH 21 % 3T4tF ■3F'Tf='FT ^ ST^TIR tt '’I'FTTT ■4; 

(.■q) 'ifc T s^ i R-ikk ■qiT’F■^3TTTTT^sttr^fqqq 21 % '^t’tR't’T'ft 'h»5K’F<'’i fa'n^’FT^’fFF^I Ft,— 

(i) 'ift;^q7iT5’?r4f'T=Tt ■Ft'34TiT4f^41^qTf^feqT''rnTFTT3itT5TT^7qTz'4'?3rt5(^)4'Tq4f'4^ 

gpT WQTTT I 

(ii) Tft;-ST?--sri^ "F' ■^ lit ’STpf^ ■^er^ fcF 4, ■Tfttpt 4^'trM9H %, fTr^r wnTT 1 

196. TTtt^TIT UmuiT ?— (1) qfFTF 3Tf»PFITt. ■qKn'TT’5T Tlilydl 4. sfk T5[%^TnfPT % 'H^-*(iq,"4r4tPf4^ 

% ^fkTT, 3rPTi 6 4 ■TT’TT TTW TF ■^'TK ■qttTTT 3ttT ^ ■4tTr ■^ ■TTPT'F ’9' 4 'll ’ST) -979, -fsTT^T TFTT ’T^TftWT sqqTTT ■f4PTT 'FTTTT 

q 4 fT^fTj TfTT TfjtfPT'TT ■^ "FFpt' ■qtt TITTT 4" ■qttftTF ITTnw^ ’471 4lHk]f^ 444^1 ■^Tt, sfk 3r=9 T'pT ^ 4 944 'FFt 

'flf'J'Flft ■'FT 3r4147T ■qrtTTT 1 

(2 ) ■94’;pf 3449774, ■fF74t wns ■cqf'RT ■^ ■tt, yHi^iTF qtr yki^PFir ■yftr ■yra wr 94 ^ ■% ■wf ft "yr^ 6 

4 ‘T’tti 

197. ■14481711 47 f^XlttTT— 

(1) kH9i ■y4’iT'7r ■qrfq^f ^ Mi4=n f-iil'TTTT ■qit ■'FEI hI’^ ■'■'Hi* TTrl 1 

( 2 ) y i ; 4F ■’'yrfq'ET'ftq ■y4fip7T ■et 4 t 9 "94’hh'f ■y4’F’7T■ETf4y %eteT prET"^tt "yTtEf47E%fi3r4 % '■mi.'hi-i, 4'iI : 

■yfFTTT Erf'TF 50 FFTt 

444I3T 20 TW 

'7h1h13< 


20 Wi 
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198. 'q^tSfniT'q?t^— (l) 20 WJTT^ ; 

'TT^d hPi'H*1 % 31*t 1^'Sf'HPl 411^ r^h+il TJ^3T^ 'Itrl'Il'Cl T*TPT’^' ^ % r=t)Hl TT^'STTt 

T^t ^ ^ ^ I 

(2) 3T7^'=P^%33ffeTf^rqTTT:st <4RT20%31«fH^: Wl’ftrft I^T^'q^!iTT7I’q;fe^-PTTf^ fflrTT 

t lit w ■qifw ^ ^ I 

198. '^. V(^¥l ohT^, rH-Oy;l>J|, ncllVf) Sftr3lfi|iJtui'aF)t VlHw — 

( 1) 'Tf^ wwt % llfn (1 ) '^’ ^ ^ % 331^ 92 -cf f<;^^■^^'iv arffe pt-i i Ril l 

% '%R— 

(■^) ^ Rtitil y^!(i 4^=^^l^l't', ■sH'tii PiOot H'ticii aft? 'TFI’^ f^V'3R 

t ^ ■^jrft^FTR gTRKT, •HuSR<=t><«l, 4Mirt;fl, "^IT WwT 'felT ^ TFT ^ ^TS'-TFI ■qlTRF4 f^, 

qMi'!' -aftr FF sffRpin'^ci FTT% % Rrm, ■fe arfiiPinH sftr Pi'hHI % % aTJHR ■!■, TTSTtf R fFTn Tfii 

■R'^ ■RT^*, TFPT^ #3 TTTf*4!if FTT FR TTFTFT f; 

(4F) d'lA ^^^1*4*4 % fiHlJ, cicil^lil RofiTn %; 

(R) Hl'iJ, FF r^trHl ^ jIRi'HH % ■RftSir’I % '^4X1 "1*^^ 3^iT f^ FTT ^ ’IFR 

TT%nT; 

(.■R) ^F'^TTTFnt ftTTT^fi 'l^^TRtF^ 33^41^ FFT fwrw^ FT 

■RTftra ■JT^’-RT <;«ll^'5il['’RfFFf!>l'H*hl 'J^K^TFTTr"RF FTT% tw^TTTF t arM^TFR FTF^ fH^Hl % 

'S'H'MVf ^ ^W'i'1 n+i'-ii ‘Ml %, FTT arfHTTFF FiT TT%TT, FRTT%FT sitrFFI TT%’TT I 


thFfomtI ftt "'f^ffi'i 

TT^TTFTFT 3Tf^4FTrfTFT 

O) 

(2) 

fFT^FTl'JFv' fFFFF.- sflT fFTFitiFi rFFFFT 

F^ FTFT 


■31^ aFF^ fFr^ 

fFFT HfTlR^i % srfFFFF FFT fFfT^ 

FR% 3TF^ FtPtFTTT ^ 

PitI^FFT FtF Mf“Kl 4TfF^ "jiFTF 4 |(FF)It1 

F^ ^F f^TF FT 'FFFTT FtIfFTR fFTFTfTF ^ 1 


{ 2 ) 'tsjlrd'^HFTFTT^TRtfvTF^TFFRtzfr-^ 

TT^TTFfWtF^FT^’^aifmrF^WTi, f^TT^’^TOTt FTF^FFIFT t FtFF^TRTFTTFCq^ fT9i^ ■^rc4'4R FTHTJ^ 4) 
fTFFFT FT FF fFP'FtS'F Pl'H^'+i FTT FTtTTT fFFFit 441 T^TTF FT SlfF'tilfTtll % FFT 3TfmTFF 3TTfF ^ 'FFT FTT^ "irfFFil-O ^ 
srfFFiTTT "Hjl ^1 Ph+il FT FTT^ TTFf^TF f=H4ll +TM‘J1 FTFTTTT FfTfF f^'VI FTTTT^Fif FTT ^TT fiM‘4 FFtF FfFFFF 

FFFTf, fFFF^FFmt FTF^ FHTm'^TitFF'5TFTFTTF«FFiTft^ ^Tll'J(FFTTITTFf%IFf5RFyfF*hKl FTt^ FF F^’F FTt fnTi 
■qTFT THfFF fsFF STfFFFTt FTt ^r^lFlF FTtTTT, FtT FTF^ % F^lf FTt TJFFT t|T5T fFTFriFFT -fFFFFT FT FF fF^F^FFT fFFFFT F^T 
FFT fFFFl FFT 3rfFFTTltFT I 

( 3 ) FFT "JF fFFF % STJTTTT FTT^ 4^3 ^^TF ^TF ^ FFI 4FFiT M-O^ViF FF 'fFFFt % ar^FTF 10 % ■^fmci FFFFT ^ 'F^FK 
iFTFTFTTTFTI 

(4 j ^ ^EfFTt F’l t^TFF % FFiF FTt^ ^jtRlFR 3Tf^?lfl fFJFT FtlFT t, FF ’^T^T fFFFtZFT f^TFFFT FT fF^FTt^FT 
fFFFFT -SITT F%n f^ Fn% FFT 3?tT FF^tT fFFF % FFF FT^^F WF #r FFT F^ ^^TBTT % F#T FFTTFuT fFTFT FTTTTTTI 
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(5) Pi-Htil % '3T#3 n<niR:i‘ii f, TTf1973 (1974 ^2) % 3h jj-iK 

(6) “HrW^n ^-4 ■!j’'H^ r^'-il'iiH 'sfir =hl^ “nFfw f^fvffl arfti^fTrd, 

■ 334 % 31371^ sr:?^ % 3 T 534 R ^ ■^' 3n»4T sHm ■§■ ■311 ■srlrrd'i ^fq^n ^ '^tt ' 31^(77 -jiqTn 

i' 31SI3TT Jiii«+)k1 T\ 5=tiK 'tKCii '^■311 3TAWITFf1T't 3T«T^ "qr yiH^b 4^41 ^ % iff w^r^+fl ^HT 

■% 3T#4 smtT ftl3n W -PR^ ^TPI^TT I 

198. 15. ■^■^T^ faqi ^Ri—“ygl fsiwltltfi -r fRpTTrr fni f^Rf r '^rI 

<HlH'Jl "R ■RaffiiiT «M+-=ti< '3fit T'2: ^ ti=tini't 'f^RRlt 'fRl^W 'R fRRiliRi R^Aiib % 17773 -rt fj^ yq i Tq - -^77% 

■^ 'tiK'Jl ■^ SrfViPmti RT'^ Pi-hhI % Rti'^T <JM«7*Tf '^IF^nn Tfqrf 3787 ^ 7 -gff uq 33 ^ ■H.^Rihl'-'l, 90,^5 4 

371 wifq Rfrqf I R^lfteiffl, 3 Tg 5 rf* 1 TqRt Rf mUjtt ^ srfqvjtrfr % 75^ 177 77173 f^fqj ' ii| lJi || | 

3TB!IT3111 
^>J ^T-fT ’SFT 

199. ^'^*'11 ^ — (1 ) fWt 5,»44HI ■qft, Slf^lfWT'^ qiTT 27 % 31#1'filTi fig'311^ % B3^(fT1T "gRR 

(qi) -gisqfqTTTfqi-qit-mTOT ('mT’^'im—■f^RRleqi,-qRgi) ■?ffwiEf(3I^'^WE'ET&%'ihE-3Rqi%q3fft'^ 

■qq ff'iii 'iin<'ii, 31^1 

(151) fqqizim ■gf^ qi% % ■Rqqi 33if3FR3-qif Ri^R #qiR-Rqq-iff iqignf I 

(2) ■gi5i'PEiq?f)-qT'5Tr%'5rfM^'^37i^'q3HT, ■qi'gigqfTqw'^'qF 'Srgg^iirif^'qitRfqiqF'^ aifi: ^e^rji 
■ qi■^TRioti<cfHi ■^Tfin■f', rhI nciqi, ■feqR ■sift '^ifi 3'M=ni 3om '^JiRi Jiiwl %■ irqiq%iTnu ■Bfli ^>43^1 ■ff itt% 

T!fT^ fq^ff isqfqqqf % -^iqf % fgqq^ % ^TQ;, qiM ^Tf W^' tNe ■sqqrsn qff -gq; qqrfqn qiT^ % ffqtr 37iq?3fq71, U3|f qq 
iqf qffe ftfqi I' 


3THniI 12 

w 

200. ^Titer—ntqiK, ■gisi ftwnternfi^ qr, aroiqnqi■qiqqff ■^■, 331 ^ im, ■^rjtteqq % 

fqRf qrf 777 qrff qff ^q Piq4)' % ipf) 'qi fqq^ ■^qqiqf ■^grt ■?iiff ■qq, qfii ■qit^ ■^’, qfl 331^ ■^' fqfqfif^ "qf! qng, nqiifl 
ti 


201 . Perh ( 1) ^ilR^qn teiq, 1976 ■Pirfeii teg unit ■^ 1 

( 2 ) tenq ■^ ■^ ■^ »4t— 

(i) qqqteteteqrite’tep’qi^-q^'qi'q^fiqiqift 3Tg#qqi3Tiqqqj4tete’qteqtqqi 33fq3iteT, ■qi^qgfteiqq) 
qft^’ siteterq ■% 37iqiq 1 ^ qiqiqqt % artffq, qqitete, 11 ^ 11 : "Ti, qqffR, 33ftiTrteT qi ■jqgfte 

MH 51 I qifiqt; afhi 

(ii) teiit 3 Tfqqgqqi "qi 'teR WT 'qi ’^qte 33 *fhi teg "ng iqqt 3Tgqte7 ate -ggn iiqt ■?iterqi, qn qqi ■^ift qqi te 
aqteterq ^ siqqrq 1 itei ■?, "gq teqiff 'set"r 3-1^ siqfq teg■qg ■hh^ ■qqg^ ’qi yqq q^t q^ iiqgff 
qmtgti 
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(■fWT 33, 75 3flT 141 




3m^ 










tIl'ttK &KI 

■prgsRrarfti^ 


100 ■STT'Pt 3PTf«4^ -CT 

3T^ ^nmi-?i %f7^—100.00 '^. 
50 '3=1 % '37^^57 3lftft4d 3=1 
"RR 'R1 'HTn % Tfiy—40.00 3, 

^ 7jn% Rit ■mrti^ ^r-TTSfr^ 
3R% ■4FT 31RfR % ffRT—200 3, 
yt^=t) T'f "Rl 3R% RFT ffiy, 

500 34TJ: 


10 

11 

11 

12 


13 


14 


15 




’fRFf ■RR RiR^H RT=tf ^ "% 

R33 % fVli< 


300 3ft3T ^ 43lftr3 TTIRT1^'qi ^- 
Rirm % 3TPTRT 3^tT '•R’SK^R'^ ■%■ 'f3l1^ 

'R=i 'R1/3r '^' mR'IPI, 

-Rifcifl 3P1 siqfllj 3|Tpj^ ■gnj qiy- 
Rpif, Riff ■Rpff/R's'rrnfl 3iU 3»^l3Sfi 3 r- 
♦-=tifl ’^*131 ’’R 'J=1:'^R=1 RT% Rm 
25,000 3^37 fr Jd^TRTRIRT ■4'-jrjsT 
fR=3 751 '^5j1RH4H % 
33313 31^7 R'JSKSfii'JI % 'f^ 

hF! 73 ■^' % Rusn«(,^u| % 


3R«333 ■^’ ‘^sjfRrlRH 3333T 3fR R^iSR- 

■3133 ■^ 17 ^ % 


■g;^ r44n4i '31 iJTSq 
Fh 4 H4t> 1371 ■^RfHRw 
RlfTTfRT ■iR34it33r 
f=13W 
F^idi yiFR'+iifl 

■f373it3af1-Riqqqi 


■f^iT^'snfRqnfF 


■^157 ■f333®[T73 
■fRTnqi 133 fTT 
fnFRn yir^<j>ci 
lR33it3^ fqqqRT 

■ 51 ^ pRTRRI 31 
"^3331133 5R 

■plPm yiFR'jiri 
■fq73ll331 ^33331 


^j^Fcirr fR=3 ( 31 ) 300 74)37 7^ 
3lfqqi 4iq) ■^' '3=f '31 (73) 25 

■7337 ■7ff37 srfRTfl Riqi -^f qrf 7S 
( 3 ) 45 ■?f)37 37^731'3131 ■^f 'R't 3 

^sjirdRR 31 ( 3 ) ^s^IPmRH R3T3: X(R1 ■'rF 
sfR RT33: "i^Rf 3^, 33331 3f)7 3^5173173 

% %13; 


trF ■53 ■^jtftTRR 5000 ^ 1)37 ^ 33tfl33 3131 ■^' f^RRltzqi f=13331 
-3171# 37 fe5333 333 ■^’31^313) 

"JR; '^33 37^ % 'f^ 37731^ '3'ST7«K73 

■f^ 

733^ 3, 4, 5, 6, 7 ff 333 R 33 3 ■Rfi^ 33; f^TW 

qrf % ^;j)r?43R 33313 3 ^ 3’’¥I73i731 

^ ■f^ 


37^ ^(^'JS7 qrl 31^3% 313 
R'lH 20 7i33[ I 

3^31 '%1^357 qrF qi * 3=7 % 

500 73111 


37^31 %ffii37 '3if '3133% 313 ^ 

%g 31^ 1000 73)37 31 377% 313 

%'f%l7 5.00 733 I 

Tins' 5, 6 , 7 3f)7 8 % '%1i 

3if 31 %5tf%33-'37%!F %%357 -31 

33% 313 % %n; 333 25,000 %)37 
% fhR 150.00 3. 3^)7 '517^ %d'S7 
qrf 31 33 % viFi % f^xr 3X^731713 
6000 3. % 3%3 7S7) -53 3% 

37F%737T'f%7%3)37 31 313 % 

Ftiy, 5 3. 

irI 73 %jrf%33 —Fr^M "^IR ff '31 
iFsjlFdRH % 'f%7Ft 333 iRf '% 733 
33513331 %t'i;im ■^r 312S,000%%7 
3f%f13131 ■^' 3nST73173r f%31 
—'3(f) ■%f3 ' 31 ) 'll % '^- 

f7=133 % Id 17 f%77T 3 )) "3^ ^ I 
31 ) 3 ^^ird3H ~% j t rd 33 % )%7f) 
33331 )% 7113 31 45,000 %%7 
3Tf»1313131 ^ 3nST731731 f%13; "31^ 31) 
^ ■^■—■ 3 ^ %)7T %t 3Tf qr %^')f?T33 
% %T^ f%I7T 31 ) 3^I 
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(f^17 3?k26 

3#rtRrf’5RT »i5Ff 

mIh '3)1 ’lIM 

_WI3)t‘ WlfV<l t 


■^^tf^TET ■37T^-311^ rcl>A| PTt fri 

■^' ^ ■ET^r •Aral i 

HtI'I "AH ■^IT 
3JPJJH 7*?PT 


ic^'i 

ftRT 3U 11 
■31^ ■^rf ^ 

■’T'f ■?! 

TTeT^ aTf^TRrt^ ■!rWTW: 
sTETPrairf <3+1^ ^iP^oticil % ■^vnw 


rtmi 

(■pEET 19 3ik26^ft3ni) 

^’TW%5EI'EtW^Ein'^fSE "Sf---(■^^■=lEI'^?I'’W^^ftrvi[^i) WE 

---(■qxETET ampi'^r wete^we) ■^'—-- 

— (fllPla, Em #IE^) ■E)tEIEE^'rEr>TTE5^'ET^ PiHRriRsifl EfT EE E^SRotii'^I Im^r ET'^’ 

"^'wrr WW^'f^PT^’Czfft'^^E^'^TmEt^'EEE 1 EitE^ (i) 3lk (ii) "^’I^ETTf EET'EFEETfmTEmE^'f^ EEE EE=E 
EJtEE (iii) ■^■EWE^EE'^''fW3n^E^ WE'mTE Em^3T^5Mtl 

ElfhSf EiEETEElf ETEE%) srfEEEi ■%'mEWT 


EEira EET E’JSRE)'I»r 

mf EfEE 

e 4 '?3 EiT 

miEERT 

fffEET 'oRT fEEEE 

^jrfdEE 


^r^t%EE 

(1) 

(2) 

(3) 

(4) 


(0 


(i) 


E^mEEiTE ^ 
3T55RI 

WE 

E^JEEEEE 

wn 

mfEPT mIm'-'i 
%-fEE witE 
dl^ 'Jii^ qicil 
WTET 

VTOEEmT ■^' 

5IEET 

E^rnTWEE 

■cfWWf^ 

RrinHI 

E^fETE 'eWe 
%1^ 3m4|‘I 
^ETT^ET# 







[’^Firi—i^r^3(i)] '3roi TTJm: 47 


3 

33 3i\7 ^ 37 ^^^ 1 ^Qgij^) 

3T^SP?T7T.---——- 1^5^73-■^, 

'il'^ '3f%T -JlCTHll ■% 'HMHI'I ^ 3rj3T felj; ■pPR, 1934 % f4<iH 33 % 

1934%3q^tif 3i\7^-^3T^3nT^‘T^1^T^''«^3T»iHwT^37g;?f^'^f'!fTt3T^’?Rff%3Ttlt=TT^’p;3Tg5r?ff^ 

^5TM I 

■^TV 3pJ#3T7nTh3r-—-----— -fl'it) 


sTJaTO 'Jic^Hii rqq<''i 

■=Tm --—-- 

TTFWt^’PnMT --—--- 

--—-- - 

^ I Fh 'h1 %'^TFT 31^7 ''77TT —--- 

^ fPCtOT % "WT ’TPn ^ STJjRT ■^TTI'IH '5^1^ 7TPFT f’^rTTW ^ 3ffT ^ '4' ^ TRlf % 3ppqT7 t Tff 
apprf^T W ^=tiat 4 71*11 "plPT fwif 3f4 Wff aiq^T ^ 31 TTIJT ^ t' ^3^* 4 f^TTf 3W4t|H ■5f*-R 3TWT 
^ w 4 ’Tr*irm ^rrpwi 4, 4t tj^ ttf ■'ur 4t ttw t ^ ^y44 4, 4t xr5fi thiti 4t ttott 4, ^ 44 4, 7t*-tt 3i4: 
'H^’^in'^ol yc'H'^ti 44 STTTTTI % p4Xi. i-d *4R'-'l ot)Ki<^iti 4, "4 cili hm (T^ ^ 4 TT^PTIT %, 4, ’'TH? ^jik tHi 4 

H=iiai ■!■, ■’7T 44 4, f;'-'S'i1'H ^TTTI 

vi4 

444m ■sm -— 

(1 ) ■^JiPPTR 414444471 mn 4 ‘|"|‘ 4 f4'Hi 'jiiii.mi— 


(2) 4p44w 44 tt 4 fmr 3H!i4.— 


t iH [4-1', '^Jn4 41' ni-Oo 4 n,*h i 

tt ‘HH5K4ti7”i '4 44 'JK^iiiM ■4 'hft 34: 4144 srpim '54*1^41 'srt '■jsq 1m4W: '144^ "4 ■97m4 4 44m 

W44^' 41 ^rrtiTiT i 

■0751114 

(fWT 192 4f4TT) 

Tnftnr UHium4 

-Tiifti^ 


stfmi 4 j57t---—--- 

f44w4 m m-—- 

4,--- 

*i4447 4--- 

mi 3i“i+ mr cmr ■sttkt) 4. ——----— ---'—— 

-i ' ii i °Hi Tnfm, ■4w4 'w4 41 f., ■94'iP’T ^’■n 4 ittst hwi'h 4 flm fmn "w *11 -■44 44 

mim ■fmrpT ■m475f---■4tf44T 3i4'mTTiFnf4m l^fcr 44 t ■4'Jrjm "t 1 

'''■t444t 44 44447xtrom(fft^) 4 4 f=#i14i7t 3iimmf ■.“ 

mr447 4.- 

444pi 7 ^ xmm 4.-—-------- 

m yHi'JiTii riKlia —---4 ttN 'rf "41 3x44 ri ■pm 'Wit’trt ’!' 1 

7T4l7?f- 

4t;4- 


45lfwT stfiitwr, 1934 41 mr 15 (1) 4 

3i 44 3Tfm41 % TTTmm 44 mTf4qH 1 
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5 

193^ft5r^) 

TfTtT’H. 'TiffniTj-f^ra^ 

-srH^shKl h'hI‘ 1 WTT ■H<sr’-ii<ti 3lk yniuNii f^rffer 

STTTlf^ % dlOo Hi"H 7^ WtpTt 


■^714) wr ’ti4 
f4Rr(Tn^)- 
TTTtOT ( 1 ) - 
( 2 ) - 
(3) - 
'jfpTd -- 

^T^pT- 

T-V4m- 

elides- 


MtA4 6 

(fm 192 

umu m 


^1 




■yfrsFi 37fiT^KT 


U^M 7 

143,148 sfk 149 

yi^H/4llET^/14l'ti'i,'•! ^ Rr1l< 3T%^ '>l‘lPl TC ^41 >'(5 
31T^%'qi»43f7^fe’Wtidl 

•^TTT ittt 'Tcr ■^rrtT 7r>jr ’e’myr "^rp i 

1. TET ■=TFT 'ifrr 7^-- 

2 . ’SRt nR'if'i fe^^n^xw'iifqiT'i': 

(i) 4^7HI-501- 

(.iij 4«fHi--—-- 

(iii) ■qP^'M dfSTHi----—'- ' ■ ” 

(V) ^fe^1TKh5rW% 14 tti <r'il'^'f>df- 

(vi) <qi4l qlH '4^3 Eiqi nni-- ' ““ 

(vii) ihHlid’s! 47541 '314 ycdqi 

4,*-Miid's yHir'id aiTdi rdidlRisd' 4’ ————————————————— 

■ ^ TT ^I l iH ? 12 3 4 5 6 7 4 

Tj^^qi *47Tfn 

4e444s44 


*1171111 

(viii) M<¥fi4H ^’^’^/4'q41471144’444F=1'3STC'i#I1T7TR4 

4e71twit4 I 

(ix) 11^ f^TTEts^T ■fSFqW ^ TTH — — - — 

^ r^'Jii^-i 4i 3id<i('ii 4r 3r|Hi(n “ “ 

TfTt 777541 44 TTRPi 

3 W 341 T 44l1 fwl, 2000 i^t ^441 31^75414 3477 ^ 97 ^ 3l4aiT'4f Hi'H 4FfrPE ^ 

sTT^f^TT ■fe^TT^ % 3i4qTn % "pifw 3i7piq 41 ’ ~ 
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W«!\H 7^ 

( 143, 148 3^tT 149 ) 

f<9^ ^ 'nit 'ttt/'jhviI'TCi artr 4qwi< ■^' 'ir^ % %t| 'jft 

% 3ilT ’^* j* "5^ 3^i^(;'i % 'HT*’-? M+^n f^iT^ 'Huj'I I 

3ll^<^<h ■gnr 'ITT '*IIH''ll 3^1 tSwii^lDrl fifttjl 'iilll^ii 

1, ^ ^ 3ih w. 

2 3TT^’gFtfaryir'g^f>m^''Bn^qpT, Hr^'^//H?ftH<l 3ilTT^d'y'OTM^%'T«4?T'9Tf^T^^TT^%'frT^ '?iT TRqgH 

1%TT ^ ^ ^F«TmT t : 

(i) 'Srtr 4 Tsm ; 


3. 


(11) tn^wi : 

(lu) ■^fTTRTRyn; 

(iv) Tf%T^t^?JT24Tn®'n : 

(\') \ 13T4. s>Kr^ StVt 3TTT. T^fT. : 

(\'i) 1%^ nrfhST n«n '^TH % ; 

(vii) Tf^TT^t^ wfi' ■*F)T ■'TFT arVr ^SFTT tim : 

(\'lli) ^ TTTOT ; 

r«hMldl<i< ■£? smr 


appRTpniT fiFTflT : 

^ !iFRn 


(i\; ^FR-^fofrr-qpf^' hR'I'^h f^^%f^iTTqTfFi^^1R4-qF; 

(\) 'y?T ftr^Tirs^ ■pFnW'5RI'FPT % ■fe3n5^/'3Tft7yoT TTrOT 3TTT TTTftrjr : 

^?FT 5iH< ’’iP'In iw ^iM ^s^Rn*!*! R9M, 2000 ^ "^f 3TfN<tiP-Kr 3T^W3Tt % '1^ =1*11 f'S'iiiSH/ 

f, ?. 


4, 'dH F®TPT "^JTT FUT '^^1 ^HlP ^ =til 

■snrrrft. 

5 . ■hM'H <-i;'H "^TIT ’^', 'F^ Fit ■Ho^l -siVT niPItsi Pinn^ 3)fl‘lil RPiRii '^F ^ S9 k FiT ~SH 'mW'H i^5?PT FT 

kVih fV)*ii 'uHl R+)*n 'Hi ^ . 

6 TPtHrnarf WT'sTF’^FTF aT^T'^^Sr^WW’FPT'Sro, ■FT'JFPT, 

FT FT^ % y4l'^4|4 '4|lPr19H '«rt FT/TS ^ 1^FfT FrTFFT I ^ 'HTTf FPlf FF RpTF ^3FtT FH sfk 

■gF: ’Iff FTT fufT ■5rF*TTPTF 11 

f/TF FtfM WT ^ 1% FPTT Ft F^ WlfeFf Ftt FTO Fim FFFftF^iattr^FFt^l -^‘-TF FF FTF fFTWt 

W^rfeFTFFT^Fif, FTTT ^^1R49H FF qft Fg F ^ j t fcIFF aiftfrlFF, 1934 3TtTFF%FfFTFFFTFFg fFF^ FFT FfFFFfF^ 
WF/fFFFf%FFF»if%3TgFKFF%F1TW1FFFFm'f l^‘/¥FFF^f fqTFFF srftffFFF #i;FF% F#T FFTF FXJ; fFFFf 
FH^FFFTFFFFT^ 3TFTTF%FFFFTFT7FrF)KiqiFFit l^tpFIF FFTt^-FllRTl Ft FFFTT'^ FT^Fi%TTFIFFRFFnFFI hHIPrl 
7ft FFidlttFTFlFf'^FtTTTT^FI'IVFId^rll FFFF%FTFITFFiTTIFlFFFiFFTFFFifFFnftFFFiFTf" FT^31Ft4 ^^ FTF 
TTJTTT FFT f^FTTftF ITT FFkTT f FT FIFT’ ^ jfsFlF 11 

ITTTtTF : F?^ % TFFTFT 


■miF : 


1443 Gl'2001—1 FN 
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»Tm2 

^r^rnnTtrIlf''ift1^y{ ftUI 6>»TT 

2000 ^ ■^' 3T^^' % .fTKhr. -if 

f^rvir^i^T % Yf^mi "w ’w 11 

.^RFroraror. 

... 

■'pj si=ti ... 

dKlo ; 


TJ!?n : 


( 1 ) 

\ 2 ) 

1.3) 

(.4) 

(5) 

(6) 


____ _ 

ijIT% % fcTI^ 

63 % <jmPiaih (3) % artrh aiftm ^ 1 

fwT 3 ^r ’dfii wtti ^ ■’^ argjrf^ ■sf?) 3T^r%T w? 1 

E[pl 3i j^Phi (^q<n <;ifii ‘^') I 

^ -nK irPfrqr f^ra^‘ y«ti6n ^ ijt (%to ^ w^' wi MRt sftr 

■^f T«R^ ■qr ■f^Ei ■^TT^ % %i3; ■sh wiW ■^) 1 

^ 'lift 3flT ■3TF^ ^ »Tm/Tjf?Twm srtftin I 

f^76(l)CfT) % 3T#T ^ 5lf^ I 

SFETT 

1. 2, 3. ^ ^ 


r4)6iln1di1’ ■giFi 




(, ■^' %f^aRf»4WT'#T'^7r^'^ 


TTlTlTST 

mifEi inl mfEsr 

3541145 % ewiiflT ai'E: ttiinEin "gin 





^ "^n 3T^;?if%¥RT ■'th fNP5^'?ff % ^ 'W^fwrt 

'iflT TmT 3T^TET ai-j^dP^ ’'T^ ^ "T^ t I TH 3T5?P<T ’417^ ^TTO^-I % TFET 3Tr»TK^ '♦^Kiqi-M ^ ’TO 

wr 71^ f<<f7 n f<7 i ttw t in ^ ’ll;®!! Fain: ttp tto fronfiTT in afh: "y?^ nT'nnmiff arro'^ % 

Pm,ininT^ inKinin ■# fEt 11111 ttoP nmftnTwniin 'jj.Mfn tI ^ nrsi fft mnnmH'^ai t in nEti il c's-i'I'h % 1 


14-^3 GI/2001— 4y 
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8 

( 143, 148, 149 157 ) 

% 3TFqm 91^ 'i»«K'!+)<u| %%tj; ST^^rf^-ap^W^WIR^ui %f^ aTT^T^T I aiP^ W9 


■JTK. '5^T ■^TT^ R^4I "STHT I 

1. 4^1 'ilM^ .....*...... — 

. 

3TT^<:Sf7 ^ ISra' W 

2. ^ ■Rfrmf ^ 3T5rfi:s# ■ar^ ■ainT ^ i 

TI^ . 

. - . 

w .. 

'■-TTPTT . 

^ 1^^ . 

3. aiKm 3fk '>r^rw<TJi fetr -ott^ % uwrfvw ^)5^9H ^ ■erar (^f) i 

(i) 

(^) . 

(13) arjrj^^ . 

(TT) ^ . 

(n) ^13 

(^) 3^' . 

(13) 313^' . 

(3) %T . 

(iii) 

(^) 3j5T' . 

(13) srsrjar' . 

(V) %rT . 

'3^ % ^5^1 N9H 3113tn .. 

4. 3frRi: 3' 3?^ 3'JSK^ ^R43R 35t ffhlit ■^’ 3T3TI 
(l) 33■^^tfWTfT 

(31) 3^" . 

(13) 3T5rj^- .. 

(3) ^ . 

(11 ) 3^ 13 ■^^ff?T33 

f31) 3j5f .. 

(13) 513^' . 

(3) 43 . 

(iii) 3^3'Q^irM3H 


(31) irjsT’ 
(H) '33^" 
(3) 43 
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[PartII—SH t’ 3(1)1 


5, . 

^ ■'JTI ■^TFT . 

'h1h”ii e^l alR^iren^ 3T^5rR?r%, 'jIHI'iI, 

■RfsF’3^ sfk wf ^ 3Hiq j; If I 

33T^ mhs. 


% ■?'^IRn '3^R: h(;ih 

-ifi__ 

''il?l ■sitl! Rtiqi 'Jimi % q^i ^>*^"11 -iiH 3?)7 hui 31*11 yq-^TSfi'BTf^qinl 'TFT 'ftFTT 'nm 

■qiftn ^ftr 'fR -3+1^ 53<lifl3T qiRi( I '5TSf*RTTTT SlfM^ITlt %'^TFT HR.'jni 3T^5ITF^ ^rf^TORt■^TTjf^TT f^FFTT 

'J1IU3II affr■'TfETT tuftTPi f^Fn 'Hiieii i 

' ‘ ‘ ’ ’ ^11000 #3Tarf^FfT ^ WFm % ^ FTfT' ‘ 3TTrpT'' ^ 3Tft[^ t 1000 ^ 3FTf*T^ f«FfTT % 

^•i'4if^'3i -ff I 

313^12, 13, 14 THWr'^f % Rill* 533 ^l^<T'l % 3TT*T y*<l,n Run 'JII^ % | 

(i) wfr^, f^FFT 131 %'3yPlFH (5) FfT'pTFF 148 % 3Tqh argiTlf^ ^^ 3lf^ I 

(^iTTTfTTT 1H j,?ir^ %sfk 3T%fi83T^f ) 

( 11 ) STJFtftTiT Wff aftr raiR^yff ■TT%3T ai jqiPfl (31-i^irvi 31*113 ^ TT?TT '^' 3T^%T t) 

(ill) 3#3^ 3IT^ ariT^ 3FrrW3 ('31^ 3fT^5TFI Fftrri % ^ ■53TT'I 3335lfRT % 

Heil4i.||j|, 3F3rrii 3#T 37#«irT *13) T;?n ■=t^ t) 1 

(l\') 3T#t1FFTf23n'Frm%1^f^13'^'W¥^Trt^'^1FOT3T^f^ 

(v) 12 %3T»fN 3T^fW'^3fr?^'Fde3^3FTTomi 

(\i) ^fWT 130 % ST’IH 3T^l1^Tt 3T)yHO'I'IH I 




U'tcvM 8'^ 

( finnT 143, 148 3)frT149 ) 

■'1^’llRlTl ’*THf ■pTS^'BfiT'to ( ^^1^14*1 '^33') % r'l^K”! % Rm % 31^^/3T7TtTTF/F!TP5FF%f3T2 

3^»T wt 


1. 3 TT^TT^ 11H 
"irr^T^ ^ ■OWTFT 
jtft^'^ Fm 

2. ■?TTF "Slvt l^rf^F^^Tf fJFT^ ^3^ (’^'?'rfl3FET ^ 33) 

FIT Hk'35'1 Rtftt WHT ; 

(1) TH<54I 

(2) Rtff, 2000%3T»tHR< s4I 

(3) BT^lTfFT^ftRFTIFRn 

(4) ^T^J5TfFTT1Ht^FFT3^h:F3(T. 
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3. f^FT^ %TI 3T^5lfifT 3rt%(T f : 

( 1 ) . 

7m (2) . 

4 ■'TfrTRT ^ arqfwftr ^ »f5R^ fsfFTI W=1T t" ; 

mTTTfmn/mFRT . . 

'FfFHmt ^ m -afh!: w. . 

5. ^ 33T%?r^ ^ TiTPT ^mr . 

’Tfc ^ TTt ^ ^ m sik TTO!?! 5frc ?Tr^ ^tfw. 

■ff, W^rfW'^f^-sTrer^fFT^fti 3ih ^ f Tr^-n^ 3T;pfiKT % ^ ^ fw 

jnrrrTT fwmf 5ik ?Pff FJT ^ ^F?TT I 

FTf ailing 

'illM'^'t) % P+<iiRF 


fvimi ; — 

1 ^ ■«rFim'7^7TT 3rf'F^Frrmfm7m^"snf?rn al^ 

■m -^-(irpU I FT aTf^ginl % FIF Fft^TTF FTT TpTFT iff FiTtiifl '3^)' F'fFr TTfFTW; 3TF5TTFF 

FTfFFiTfr % FTF -73^ f^ I 

2. ^ ■FFfFF)' Hl'^'^l-I Fit =TH<1 [^'-(l -jTICi'ii 3?k ^i^cil %'^FT FTT ThWh '^I "SF ttiTF '7^^' ^ fF^’snrnTT I 

XrenT9 

(WT ^ Tgir? 2 t%ti) 

F^ FTfm FT^' TTriT 'jmf ^t FT FT F^ 73 % ■^^jtffFFF % FftWF % fm 3T' 1,jTfk1 I 

Tfrprf^ ttoft .xffjn -^tpi 

W.F^ rHHfcgfoa TffF’I 'STF mT^t 7^ -srjji -crjrfiFFF % 

frrri '^l^^jTfkl q;:jir<HFF 3TfFfWT, 1934 ^ "3^% 33FN FFTT^F17 'tFFFl %mFFf affr TF 'F JilfFT F 3TTF Ft F^ TTlff % STFIf FTJJT 
FTt^il 

FF TfPJjTf^ 2000.%.-Rrm 

Ft .fFF TTFT FTfcrT -#^[1 + 


■FTrt FTFl Frt Frfrrsr 

FTFFTTfFFTFT 
^ #r FTFFf 


FfFFFo 

tI^jF^TFTF TFTFt FF FH 

FTFF F FTF FT fm, FrfF^ '^^IfiWT % Ff 


Fm fFTFTleFT fFFFFT 


Tfm^tFTTFTFo 


Sf) sfk 'ti*Fl4i|^ F^ FTfF^TTT FFF JiTFTTT 


ffftfff 

■^O 


fFFTTTFnff 

'R' 


fFTFTFfreFF 
F'F ffft 


HFIFT 


TJTTfr f%TT FTi^ FTI FTTlTF ^ ttFT F^f 
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afkwf % 3i#T'^rTr arprf^T^T err 

^ ii' ^ ^ df'tri'H'l ’TT 3T^5rf^ ^ W TWTft ^ aik aTOM % %r ‘^fiRT^fF? 'R, ^ TT^ 

TR 7TO' ■EfiT "Pt W'ticil %, ^ ^ ■nEr ^'JlK TTO TROT %, OT afTr ur^sh R^rROTft 3TRTET OT fOTj ■RT'-jnTT 

TROTR ^ rftn RTR TIOT OTT TROT f OT ^ -pOTT OTTF RW t, OT T^Hf ■^, TR giM tEtj | 

1 ai5^|^ OTRREfitaTfVj^Rlfom3lf^RRtRRilTR31^j^ ■^li%T;j aflrmOTR feti OT% RR^tT ^ 

OT=ft Tflftrr I 


2. %RTT RTRt^r^ ■^’-rftflqi RTt Rt"5^ afjitirifl T!^ -^Elf 1^■g^fijOTT f, 3Tg5OTOTRE)^ROT%OTRR^OT5fRrrRR^^%T 

fRfrP'R (ri'hi ottjot I 

3 OTFT’^’^ROTfRRfEfRt'dTIOT'Sr) RfOTPREFlOT^OTfinj; aflTOTT'^mf^'R^'OTni 

TjMotOT OT ErferFr f^OT OT T?T f OT OT? RT ser "OTT er ^prfuj RR T?T t, RR RR T^I Rf^OTTf ^ OTTITfl; 


arg^ OTT ^ "5^ f^PTTOT ^ ftrf^ ■^'W R#!OT % TRR R ■^ROT % OT TROT ^ Rft 


■R ' 


4. alJSRRPT'^'TTRtTTRRfRl 


C^) EFRT^OTRg TftoOTl aiR7FRIOT3^%TTa#^E?^^5n^%fTT^^OT^q?V'g5IOTT3lfR'?TROT; srfRTTmr^RFaT 

OTR Rin % TOT OTTFTT aftr RF '-til i^RJR dlfS4l ijr! 'Tt fWt I 

(Rf) ^fEiRR^^RI^OTf%f^f^RRit%RF=lf?fOTOTTFTt EOT ■a'>-RrtT#Rt aTlRl%OT FIR; 

s'!'’ll % 'ST^et fTiE iR i^EITtEft y'MH (OTTfcRT ) tl*l cT'l rI fEp 3T^[5rTt 4M otI iRRsf’T dl'il aftT fOTE?! HiS'4 '^, 
f^RT^ RFT OT T^ :3OTr ROT fft, OT^t Rlf^ I 

(R) 3TRER %Xir^RRE^ StftTTlHrTIT ^'td; ^“icn 4i*i S Hlt;<, M*OT cVii 3i\T iHr'I'ii f'lTl R 

T^F'FT^ER E?#R OT f^OTT OTft I 

5. 3I^;5OT RR TOT^ RT 'FFTI^ TO TRR "^f % fROTR RFf Wft ^ UEiIr'I % ■'5?5«I fFqS»h 1?ITT fElfOTii 

SriPc^n f^OTRT^ I 

6 Tr^ !^ i ?|gR %OTTROTOTq^%RiTTR anW-R, atK I^OT^RTT -^'aTf^ROTT^^iOTTl^R^TTiR^i^ElhETf^ 

4tT OT^RfOTI % 3TRtR aTOT TeiR OT: R?t RT TRRft f I 


7 Rf^ 3E|3OT RR % cOTOTROTtT^^, RTF, RT?R,3TOTF fRTI^ i^RTR OT’^W fRf^ OTT^ ■§, ■jfe'jyf Ft Rlit 

t: ijj 3RRRT argftWr RT^ f Rt aRpTR RR ROT^ RR RRJ RFt Rit RF^Rt RR ROT OTR^ROT RTeRR tOTrrr TOT R tjR R^ OTT 
Rt RRt, aftr ^OT RT OTOTri^fe % otI 'ftRfR RR ROT RR ROT fOT "OTRR Rft RTOTR RfI' RR r 1 RT^ ai*lT R^ §OT RT 

<ihOT | j ' ^'4 TjI f RR R fWlf OTt IJR^R % TSFF 5 ■^’ pRplf^V RTt^IR '^' TTFt RI^ RF^ 'RI^ I 

8 arjRRT ROT ■? RT ^^IfdRR Rrt TOT^ RT RRTI^ ^ — 

(_OT) RTTOTT'tRR OTR RiT ftRT RTFOT altr'tRTt'TR^fRR ■fTRR OTF ^ROT aRRRT trot OTT RI RTRRTI 

(TR) RTr^Rf^Rir'W'RraRTaTT^ OTTTOTT RRTl-RTf^^l^OT'RFTRT, 3fET?];RTfi?TRRT=tf^ROTRROTRTfR?rOTOTT 
ftRT RFTRT afiT ROT ftRT RTF7F I 

(R) RR%-%fiRRRTlRRRT^%TRRfnTr^RTfRTT^'5TOT^'5?nTI^RTRTRT^OTtRT^f, %fRRT'5ITr'^^RR: 3TTOTKOTT 
ftRT RFJ,‘F I 

(■Kf) RR^RT i^rOTh rIrRTT^ ft ^^FFfOTR RTTTT^ T5td RTRl^RF^fr I 

(R") RR Ri^ OTRT? RT ^3RTT^ OTT OTTR EET R^ ^ RTRT 3?lT ^OT ROT OTOTT^rfe TfEwT R^ OTT RT^, RR ROT OTI^ 
R RTRI ^ Esqfi^ -^RTOT RT T^ I 

9 3TJRRT ROT ftTRt RT, R% ^ RT TROT RTRI RTRI R^ OTRI^, RRTT^, RT RRTR % fOTr ^ PtRRT OTETIR 
fOTf^ OTqOTR^EftR TOTR Rfr f, RR % %RTR Rifl T%OT RR RTRTRTR 1mRT^’% OTTTR RT MlflOT RT RE!:% RI^ RTM OTfROT^ 
flRSTT IotR RT^ RT R^ RRTRT R% I 



[MFTIl— 


sm w Trm^ : smmw 
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10. ■qpT'qT W^'^TT 

y‘^r?in Tt ''i'ticfl I 




11 . 

12. '-111 «)c^r('( rii'i ah<^ Ri^.; 5rl'l|of)< Hi‘-H^ ?W fW Hq'=pr^ 

■fftT[T 1T^ 1% 'i+H^ “ti'-HIti^'iil, HI?h1 3t\t qio^l ■'jri' n<5 WF^ '^TTFT -31^ dHibl FTtW FTIIJF 'JIRT FFf 
^ Fit ■^TFfl' 'n'’-n W Rnfon '^’ ytiipJin fti^ TSfM ^ ^ 'F^eiT 'g;^ |r I 

13. signTFR % RiRan % ft-ii f'FfS'iT % 17 FTT i 

sggTfer %FFRf ^ srg^rPF ft FniTgT i 

14. teft'^tf^^^8^F7FTFg^1^'m^3TfV’FI^■!5AFF37fF1¥^^1T^%f^%fFF^FF3ftT■5TT 3?gsrf%^?mf Fll 

’TWFg?FT^r STgFMFf^FnTFlt 3r8FTTFg;%i^%%g, 7T»TtgfF?r5^TTF^FTFTg;f^FT;iFFTfFmTiftl 

15. 3|^51ki FFT■^'^TTH)'fWt vt 5,4tiii, FFl^'^lFft 3inFT f^FFtFFt^FTT'^' Fftr^FFTT SF^Tf^ t FT 

^’FfF^Prf FI ■H'-mFti Fit FwItT Srftr etol ■!■ Tit FTIFft Rh1<5. SiPtfFF srfti^iRni FT^ fFFiFTrF Fit FT tFFTFTTF hFmH FT^ % 

FKFTFFI arfFFFTt Fit Fit Fill'll attr TTR giSF fFWl-iSh Fh^FFi Ft Fit F ll |'it I (THT FIT FFT—“f? Wl.3F " FTFTTJ I 

F^FI'^jtf^tFFTprf^FTt 3FFF4%'^^tfFTFF%FTFiJit'5F 3Tg5lf*TT%3TFFfF SFTmitt, F^lFTF ■^* FTF FF^ ^ ff^r 

^rftrftFF '?iif; 


(FI) 3Tg^FTF%FHf 3ftTFFTg>!3FmFTFt«FHIF)'jFTn'^“F^. ” (TtgFF ^%FH ) 3TW , ^ FT^ arfiST 

10 F^f FFcFl*Fltl< F1F FITF^ 'pt'TT, 'Jllli't I 

(T5) TigiF1»TTt#3FitFTT^ WT, f^'^Ti’H^3ttT^Wlt^3T^F1’FTti¥EFitFTriFITF, fFTTsiF^FtfllF^ 

% FTF FTFI y=nit'J| FT ST'F ETFiR 3TFTTtiF3* F^ff Fit I 

(F) Fit FI FITFg-1 F1^ TJT^ FiHl^ifFFit FH^ FT?F Ff^^H % FTF 2.5 FFd l nVl FTTF 

TFFinTFI Fig FIT F|T FF^ FFTFT FI l|'ll FT “FtST ft-Hfli " TITF; UiFItl tw f3TT FT TF^ gT| Tfit I '^Ff FFIR TJF1 Fig 
FIT F^ Fit Ft^ FT TT^Ft TF FIT iftFT attrt^FT 't^lRrl^lH % F^t FIT fFFHF l^FI-H ttlFT gSTT FT W|3TT FtFT, 'F=F F^f 

% ■^^ttFTFF FIT F7F FTT^ FT^ 3TT^ FHI^*t’i Fit FTI^ FTVT FT fFFirtF Ff^ % TTTF FFgrft FTFIFT Fill'll I 

(F) 3TgFiFFIF'^’TT^TTF^FT3TT^Fif%'^?tf^TFF%fFl|gF^'?itFT^FIT^IiJTTliit ITJT^Fit^’^^jtfFFF^f^^FtF 
% TTTF FFgrft gPriF FF trit FfFt 3?fT FTif wtf stk f'N'H4H Fff^' % %1| aTftrftFTT ■?TTf TTISTT (F) % FFtF FFT tF%TT 
FFFPT F^fF%FT vHt I 

(i?) ST^FFT FIF "^f F7F IFIFT FT T^ 4^t1^TFF TrfttrrT^FF % gtFFF ^Fil % ftrFTF FTTTTI F^t "FTTIFf I 

TITIJT!(TW'% IJ^t^TF'^ fcFCT T^JTF 
(?Rf 13 


FIFTTOTT 


FTFTFrHf FIT 
tFFTF 


TTTFTFrfFf Fit FFJ^ 
Fit 

TTTTtTF 


srgFTFF FffFFITTT 
Fl FRTTilTT 
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(iTOTT '♦’13 ) 

30ofc=RT’^ apiftiS) Hi^ii ^ 311*11H sltr wirT^rrnTvt^wai^iTtf^ 

t|. . 

"T^t^ .■K. 

.'SffSRT mR+h^1 '^, 1934 % '^Fprtif '31 h^ aitiH ‘^TTn^ ’TIT fi- ' IM) 3T<!TT W 

>ii,?if^ JFRT ^mT ’IT, .f*=TST a=ti fciHH % aniqiti affr 'P5K^i13>T % 1%nT 

'■pjjT 'Jiinl 'ft' I 

^ applf’TT . ■?R1 UTJIT T^ I 

4KT*g. 


f^WT WiftlsbiO 


3<'^^m mR^i^V «t)i fiiqfui 3flT3Iejf^rrt 


Hn,*** ■'f ■'fm '‘PT5TWT4 ite ■'ITW f^PT^ 'glTt al-JHlPcn '51^ ^ 3| ftn ThP-H 1*4(1 ’sfl 1% 


H'+il'l Ro'-II/'mI 'IIM/'li'l 3TT '=nT/4,PlP ’’IHT/pJl+II fF5!7?T 1 

«j«oicti’i'% RhiiweT 


l^lPl^lH arfFlf-lJIH, I934%3M'1'*4I 

'i'4l<4iT“i arjjrf^ 

apjqiiM'i -gifwrt 

■*11 TR^ 31’'fPl villi',’’W ['1*191 RT 

dill 13 TPnfR ^ 

% d+niHJT aiVT 

3p[5rfR ?Rff awiPni '3 
lfT% ^ ■'T?n R 3Ttr 3T^#7T ’Tffp Tf 

Ptr f%T7T 7^ %#t 
WfR^^T7%^l 

nillia 

■^iPifppT mii+M 


■qf<; 3pj5P(T ’tR'PT'^tpt fifWT afri TPif % '^nj;afrf Rpnft aftr sjidt % apiRiarjaRn 

Tpljr ■=flt pi '^, "3^ ’R (ViTfl cpT ■if^'>'H '^VTT’JIT % -aPR aTJ^fn mff TJ’’-T>3 ariTT’T % Rm, TTTNi<'J| 

ct-.Krip-l 4, ’iTtiT^'HTTfTFn ’iltT^^fT'p’JnTT^ W^’^’P’Wl’, ■^, afrt Mrflsti 'HS'-ccq.qcfl 3T9TPT 

^ ■pfT^TTT'JT ■^, ■aft TfRr ■PW "fT^ ■M'tini '’71 ■^, 'P^IR T’T^ TT^ '7^ '^, ’3T ’pi'il ’R, qus'il'T 

'FfrffpTi I 

1 'snf %’7T4 ’. — 

(i) T7T^%^ aUPHVlld ■RFPfPfl'RTRjd 'H'’sK'^n 'RfPIT 'nnvn ; SpR nasT^tiHi 

(M'+isl ■^ift ^ohd ■§ ; ■*IT 

(ii) "*3^ ffpijOT Pfe'Jii?i'^ "^aftr yi5^ti 

’ffp Tt TTST ’JTHT.m, 'H'JSK'^fl ftPTT 'Jim.'ll I 

^TP’ft^, f^TTTPf Tffn T4T?Rm• ^Infe r^ ^ 11 ■d'’T?pFTi^’srni7Tt i 

3 ^ WT^ J1FT T*T9'Ff ■*IT’331^ +T<4‘4 ’3 ^'^RtI Pi'41+1 f ^tt■^TITT ofi+cl ■§ 

^- 5 ^, 5 ,^ f fti7PTTPT%’Jr7^W^ <i^'>il* M'll«t><’3tt%fsplT^ 

ittW afn’Pn^rR’i^m^^’iTffTfPiT'^^ ^ aTTpr isttut ^ i 
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4 ^ vu^imui ^Is %3TFn?n% 

^ <;VM '3'W % Rrin aH'Hl'i Rtn^ 3rt8JT%, 13*171 '^1^ I 

5 ^ V«SR'%T'’l Ifte ■'ir ■*11 3RT 40.313, "^il W ’4133 '*J3l '43 ■=! '^, 

■H'JSIIilil'JI ■^■*TT% '*1lli'’l I 

6 ^'J.SK'til'^l *IT Rii ’4' 'tili *11 ■^j^iiHi Hif^'fiiO ^ Rnr<an % f®('i( 'icT ^ 'Jiiy.'il I 

7 '-iR; RlOan '%ft33 '^^i3 ^■(hI '*133^371 st)3l^ ^ ^ 

TtIn =m 11 TFT^f 3T5qr07rsn3l^'*TFT'^73711'^ Tff^ 3iqOl% *D<n-(,, '^411^ ^ 

^ 3T33377T *ti3ILi4l I 

8 11^ 33*11 11^ *33? fil'lll ^5j1RnM*l TTJF *TqT^, 03=114 73^ %'43*3 ■MI'+i '=t)3^ % Tdy -bIIt ^ '=II“H 

^ % y'll'Ji'i % Oii^ <s(lirl 'iiill ¥, H'J1 '*jg 1 'jiii'A ^aiq octi 1^4'?. >^31733? *3141 -ifil O'Hi jiicii sfO ^ 

qi'TI 33^ f1v*3T■^JITTTT I 

9 ft33Tl *11 Tflt 33333331 m 03K '=1^ '51IL!,<n a^ 'sqOfTl 1^3331 ^TT? ^ H3H71 TR TW -qj ^ttTIJTTT 3301 

?3T^ 'J i Httiill n*t “333" ■^'51173^ 3313^Tpqif 3fra 71^ ttih 33^%0=313 33*0 

■'J^WmOlTTT 33 toU ifl fti33F’43^ '^'jtOlTTT sfO'CT 'jqt^-i^rid '4i“3 33 rff-'Hi I 

30 T33f13333131133 33TTT 73T Ol^qllZ% OlW^I % 3353153 iiqiqiTTOTqT 'HIH'il I 

n %, ObtHwI, 7ThT7, ^'Tlliltg,-=1711333 jtii?3333uj1 ^ ^liel-ilOjif-. TTg^'^T W r4°3tr4H 11 OpWTiT % frni 

TR «<<al ^iCi'il I 

12 33^3351 3313 ;WalO-^ -1174414 TT01^133^ t-^T 33 RtOi^ “lOw'll -4^ 

^ ■7l3(iT!3T33 cf? 135313; iqs1i!j i^qiqtJlOl^l -^Wf I 

13 31=^3lf41*7TCl ilsilOl^lH T4*H -aiOTPlT afO OfOtI ^IW 3TfO#!a aflT “0 T7^ % 31:1,3141 

-TlOT^iTfr -SKT 33437-343733133 1%1T -aiTT^ alO 344^ 3^H) sfO 3Tf*17?l7Jt -Efil OlffW 333 -iiTj^t 7^ 5^ STOT^FTfl 441 34T31 %1T 

IJIT^ 43 f'lTa Ill’ll I 

14 335^-413343 % ■'11713 3414 33T1434412 ^■4n?f1 OfiTTl *11 I^Ff^ 414 iSlpini^fTT333 TjfH*! 333 

73P3f73 411 -rmr sillTr t 041^ Oi^THTIR 33I333I2 4Tt 34T -3O434 ■44741444 33Tf4l333 -s^ sfrl IJOT 1*33441344 034444, ''TFT^ ^ 

*11 33r«lMM 413 333 -^744414 -0, 4343 344T3 -iTTITil 347444 f, l34li, -441 41IN>i1 I 

15 O 13 I 3144 333 -53*^141 -OrO -417^ 33f444T3l 44t -4*11 T^Ow^isW 44311 43 33=pf41 4f343 l44t4 344 Ot -443^ 1443 41T471T 

44 -fr^r 4f4Wl -44I, 3374 0l0ini!47 1 3T430 % % fwH alO "54 33^5lf41 44l ?ra1 44 333W -34 =0 33^41744 TH t 333 53^ ITT 

-4I44T y<;H -44I -444411 

313744 11 

( 31*14 3T33J^ 43T 4 ^Ogrj; ) 

25,000 Oltfl 3T4fU^ 3441 -^f -4*1 33-% 3i0njH 33T7IT3T 311 t 

4**Sl*‘»>3'4 -% Om 3l3j3t0<l 


44,4141 4 

-TTTR' 3 

Uflr^gK i 5fr • -441 4Nr - 4 OI 7 I 413431 -0, 'I^’IPM'MH -31031444, 1934 ^ 344^# alO -TR^l -3404 

5;353Tn Tirr fwO 33 P 3 T -533 STJ^rfOl 44 I 344 -?T7lf -43, ‘ 10l23 -441 -4^ 33 ^ 413334 -afO 4l^ 4001 

mOM 3 4 -M'l5134)34 4T4-010T404f44F4 ai^Tlf'^l trajjr-EfO 4470I 


04741-411444111 


3371 44404 


% 0;31H3 -0 5441'H'^ OtT 7144 4314 3t01 


20 
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'J’CT 'I'JSKoti-t'JI Vls'5?r1%.( '(-|<SHI ■*(1 VfiS EIWhI ) 

. ’’'TPTT) . (fjWT) RTIwH t ^NTmCI 11 

•l41«t)iU| ^ ■'JMRiPT^ fc^TWH 

aif^lfWT, 1934 4q1=h<'JI ^ 3Tpf^ ^ 

-qr FT 3pj5rf^ ^ ■?raf mPa wnifki qit 

^ q ^ ^ w^' w 3T3?rfRT qitR imt® 

f^qr foti^nl Trqi iql<jvn qit 

■3Tf TT^I 

■qf^ -sr^^rST RteTT FT^ ■smI'^i-s. fqq/.'Ji 3flT ^kiT % 31^?^ ipl Miq 'Jiici siH f^ET 'PpPTt -^fk Vikf % Efltfkr "qF 3TJ5ffkT Ekk 
qil' q^ t, ^qk' ^ fqrkl qq F^kpr qit k' qF DTg^rfkr tf TTOik t a^k arjqfki qrk qqq arqrrq % krq; 

qqrrqTTT qfl rrt nqi qq qrqqTT qr qjqf^ qft q^qr F^nr qqk qqi qq qq^rr qi ql-ii 'k, aftq q^fqi qFqrqqqf amrq 

% fErq qTqrpq qqrrqRT "k, qf! qki qrq qqi qq Ft qqqirqi "apifk 'k, kt qiq fftt qqq nqT qq Ft qq^TT It, qr Fkt k, 'T'^Fqtq 
kt^i 

Fk 

1 . qjtfkqq qq q’'FTTqRq aq^^iRT q^JFRqqq tqqqqTQ^qiqt fkiFqjqq aqqFqFkTqRTft qq qqr ■^aq "kq! qifFE 

qkf, '\'+id, qqEiq, Fqrk atk ksTFfqiqT ^qr^ qk Ft qqqft ¥ i 'E^FRqiqq kF qq qik anyw qq k ft qqqT k qqrqr ’FTqqr 

fqi 30 kkqtF k aiikiqi ffti qqi j’S (eft) qr arFm kqir Ft qiTR krikt g'^dn qr aqqrq qtt fkiki k, ^qk aij’k'q % 
qqtq ai^qpq qraq qq qqr k qqr aqrqi qiq aq q^ a?k <<3i ^ qki i 

2. '‘FFRqqq Ikikl kk qqq % qiq % qq k qr qqk q^pq q^ Fkir fkqk ^qf^ fqqiq qqk ^ qr qqq qqqt 'f qr 
w ■sqfqq iqqk qqt^ % %q; i3°F^'kk f fkqiq qq % "qq qk q^F^jq qik qr qr^fqq qqrqq kt fqqk qit^ FR "kq qrfrn, 
qk arqq qq tqqr ■FiFT k I 

3. qiq q'JSRqiqq ktetkikt qqqk t Ft qF q'tfiski %qtk qr kk ikqqqqrk kr ktk kqq qik Ftqr qifFq fkqk 
% 3TFT qqk qk qqr k qqtq ikq; ^ qk qqrqqr fi i 

4. q'’FTTqiqq k qk^ kt qftqrfq arjsrr'rq iinfqqqk qk fkftsm ■’jk q^jk % fkqr qrff fqqqt qrqqF i 

5 . qfF ai qrfqqqk, RqRad kkfeq kqR H» 5 Rq^T«i kgk qk^ kktqqqq qqrk qkkt qqqk qqk ffe qk 

% fkq q iqy q qr t, qy#si qkt k arkiffl' qqqr k k qF kkt aqqfq% ktFkkt kF-qqqr k tw qk wq kk kt i^qqr rrt Ft% 
qq ciiOo k qqr qrq k qq qFf Ftkt qqqq qqiii'q i 

6. kk k q^’FRqqq kq kt T^p Fk k #T kte k akkqi qk F TFT kf, qqr’T’FTqFq kq qik qntk I 

7. qkTgk?t1kqq 3TFTtkpTqqqT%qTgkqtfekqiFkfkkk aqqqkfk, ktkqaqqpkkq'^qkT, kqr fkqr qrqqr i 

8 . k^tfkqq k "^qq ft FT aqq qiq kiqq arjFF qfkrk k Ft ktk qii^t ak^ qqqt kr k) fkF qitk qnkt tkqqt kkkqqq 
fqqqqk % %q anq^rq^ kt, qqr kkftiqq fqqnk qrk % qqq k?tfkqq qr Fik k qrw % tqqrqT qFk qk tqqrfkT % tkxr qkt 
■^fqq^qq ■’jqtqqrfkqr qqft qrtiqt i 

9 . qk qq kkfkqq qqr akr kk ^rik qqr fkqk k$^fkqq % qr qsr qqr k, arjn^kkqi■^rfqqqt qk n^q qk fqqrfqf qrqt 
% ikn,qkq ■'jqtqqrfrqr qqft qn^'Il i 

10. qkt qqk F aqq qr fqqks k t^tqrfqi qrk % %p; qk^ ■'jqfqqrfqqi qqff qmikt I 

n. tkkt kt kjtPdqH %fqqkqikt, ktqr:, q-FP i iF , qkqi^wqT'kqr qik-FPiq) qr^FqF M^nk qk f-iqiRd qqk 

% tkq F qiqqpk qqft qiPikt i 

12 . 31 jiriF'q qik k^l^qq qk qkt akr tkkkt % ^fkqr akkkqr akr kkt kk urqq k qkqr kk fa 314^71144 
qifqqnk fet qqq-qqq f fqfFq fkR qrnr attr arqk wf qk -atk arfkkqit' qk kkkiqTqT q^ kk qik arfqqkt qk qm fkirr 
■qrk F fFFnjqT 1 

13. 3 T^ 5 TFqftqT% ktFfqkt kt^kq aTFTFtkqkFqk^q^fkqk'Fqqrtqqqk sjfq'^f Fktqq qrqRfq qk 
qckkekk^f, fkqrqrq qk f tkqr^qq-jfeq qrk%quqiqqi arfwkqkftktkqkqnEkafR -5154 fqrqkdq- f-rk^q 
qk kt aTfkqpqqRFro (qKqnqqT“fkqTk3qT, qrq^T’') qt^JinEtti 


(qktqrrqiq) 


arjjTiqq qTfq=tii<i 
%FqTTqT: aik: 
qnqkrqqqR 







[MFin—■arJ5 3(i)] 




i9 

iRt, -q^ arfMfqf^^ fwi; fqr fqqqf aflr wf w ■H'qqi wi ^r ^tjwpt tft f" ^ qn tt 

■gfti1T3P^FT’!Rt ^IH'f) I 

wm2 

( WT ■5JT 31^^ 5 ) 

iTfer ^f |»H ^31^ 1^ ^ 3 irsPt^-^ r ■?n^ ^ H^RT^rroT ^ %q; 3i^^ritrT 

3T3?rf^ ^. ^ ^ 

^ .^ 'il'^ qp4fi nR^iq ■^', Ht) ■SHi'H^ 1'H'ii ■?T "'' ni<l<a ^ 

R^^a i ^ i ‘ i q it i934%3qqqf 3?k3^aT#T^ERn^'^i%WriTsiT^3T^?f*^T^3T^?Rif’^, 

■fWr ■Rto: Wirf q7 % q«n.M t^/ti % fqr/^ Tf qrrsTWrir tq^ % frqq 

'ftriV^pq 3T^^rPq qjt ^rr^ft % i 

■qF 20 ■ % fwqr % 5<=Wl'M'^ W Tqfq I 

.20. 


fqrTqfeqrfqqW 

yrqiM 


3Tg?qT qferr ■^‘ ■q^ P . qi: ar^iffteiF t aik fq^qf^ilw 


(^) q<I qi % % Ri>j, ’ 

■pRTTTW. 

(13) iT'f'^/^ %' 



.«FT1TT%/?fiW. 

'•.W^-^-gT? f I (ITOTT) 
.wm ^/STETO. 


(n) 1^31 fwT 

(■q) iiP^iT ii^q^ ^gfqqr^f l^n^’ ■ -qfiqftmti 


wn % 'jPrniT ^ tq?, -aft 

yHfll % '^r*i'in 'ItH ^=ti, 

(liw) 


1<fli!ti<g| % 'j<oleh’1 % WTT 

^rjtfeqq arftiPiqq, 1934 % 
3 H®('*if qr 3q^ 3iqtq qqrn qq[ 
ftqqt qr T<q ^T^sPq Tiiff 
qq qqqrqq q Ft^ q5t 

qq 3T^qPq q^tq R 111 Rti^l 
^4 % <fli q^ qq* qqtqqqftq 

#Ttl 

qqtqqq qjt 
qifliq 

3i j^P<i qrt 

qqiPq qft 
oi-Oo 

3i^?iiHi qrfqqqtt 
% FiqTOR -Srltl 
qqqfm i^qq 


hR; qftmF it^'^ qrqiifqqi’q 3i\^ qnf % 3 tj^^ i^l qq^qnit ^ - 31)1 f^H Piq4l 3fti ■yitff % st^r qF jr|5rfR 

*i'^{| qf) 31*) Rt5^1 qq q^qiqq 5 )^ q?!' qw ■^' q^ tf ^ qqqft' 3i)i qrit qqq 3nqq % Rii* qqiriTq 

qqqqnT '^, qfr i^q> im qq^qq n^qq qr '^, qj) TfqiFqni qq^ qqrqq qqqn '^, qr 'slh; wr^=ti q?qT?iqrff srqqq 
% Rm wqroq qqirqrti '^, qff iffq qnr qq* qq Ft qqqq't', qr qj*Tf% '^, qit qiq lit qqt^ qq*' qq qqqn '^, qr qtqt ■q, q’^^qtq qf 
fl'ii I 
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1. ITT ^ ((PIcIT % sik ^ ^ ^ ^ 

3Tyftft^ l=ti?l ^ 'ly. ^ I 

2. yfi|4ti WT%'!ITFTTW ijiih-fk TOO 'SIIIJ.OI #T ^TRf -sfrl ^ WI, fTTT^r 

^ fwrt fiT^ ^ fl^ W37TT ^ 3frr ^ %5Fd^ % ^Rf % ■«fh^ -f if ^ 3?k 'Z'^ ftr^ 

^Tlt I^^^T^fWf3TTt afk3^1^ 0.25 Tlftl ^fw^t TT>'-TT ^ wf[Z 

%'3F^ wt^’wt7r''-TTT^3n^, R^-qr^TT^^fenr^^Tr^ »t?t, -qf^TK ^ 

apjqtf^ ■^' ^ff^TRi ^rnarf % %pft WT ^ "SfriT ^ ■^pp t.s -qfer wn: ^ fspp^ tptt 

Tji ip ip (la ^ -T^f ^srw 3Tf%m^ T^' 1^ I 

3. ^Jr#T%3T^3 C:*IRPR3;t^%^^’P«W. 


Hp^ ’SPfpJpff % fpTR -dHPl'l "ipli '^TRIT 'll I p' 11 1 

4. fip^^^', ^rjtf^m "inf^TWT^"ip^apF^^wfM=T"gpr’FFf 
3^ hi 5 ^ tftnt S'p % PT^ pop ■^r%T i 

5. 'SfP^ ?«P ’4" T^P TPPbf H 154 , np^pcpl y,=P '^R phi'll poll PliP '^, RpH Tpqi W 137 TTI ^ 'TR'T '*TFfl''Hf% PPlfeTfT 
#TT 3(R 3r5n^ R' 4 Rfa ^ ^ yRrr afR faRt wR«t ^ “in -prRi -m fa# Rp p ^ t r fwr ^/ fa ^(1 p^p ^ 1%Rt 33 ^ ^>41 

f^roR siPp % RRfi =p 1 f^ElHNPl TP-'pfRpI %, “hh R Ohq 4 q)d< 1^(1 ''R f>lpl ■c||f^>y | f=t)p(| RiT qi5^ 3pRT 3=t) ^ 
Hi^H % ■rikt -aTRTpR^ pi'll I yrl«P 'fe Rl^ R i^cil RMT Rto R^TRoiRl RT^ ^^sTTpfl fSTPlR rRi PIIpfHqp RfaRfRr RiR 

R opH 11 ^ ^1 pH, Rl Mpnl R ^ofil '^3TT pi pi y PTRT TFTTRR ^R Tr4^<Pi R RtR RR icti< rR R TjRR^T Rt TPSTT '^ipi 

I 

6. 3T3qTn=T RifTOrR ^ %R5 rt R Tpf HsiR % fR^R "iiT ■Rt RcrfR R ^ RRfH wf IRri ■ampir '^\ feRt 

1^ ^ % ^psiPT Tpc tpp RFTTRr RinTTI I '^Ff Tpf Ri 3TRPf?I R^ RpR RR PtRI RRiRr W 3Tg?rfR Rr Rtr Rtrtr fRrqi rtR 
% ftiy, RRIRrt RrR R" IRpaiy. wR "Rlf^R I 

7. RfR 3T5?im aifRwl arpfRiPnR ^ fprRsm R' ^jrri Rrtc arpRi mRhR R RRt rpwri rriR rR, ■art rrrR rr 
R ■qftpRf Rrt % %R 3ir«r?Rpp f, srpfRiRiRRMwRRmt, ■RR7'rtRt3TRfR%RlmRRrtfrtT7jpRTRfRRiTRrtRm3;, ^rt 

pjRpi UTRl pll Pfrt (1 i(1ps( R y,op HiP R RUT p(ff plR, "CRTRTr 'P<m*ll I 

8. RITRR oppl ■RT peiy, Ril % >^4 Mrl«t5 ?«t) R R RKi 'rtjtfpIRR 'SfR'PtRl' ''Rd'Pjilf'l ’^\'^ +pi'd RR"frtTJ'aiRl | "RR ■gfrRR 

$Ri Rrt RTRI^ R) 'frtRJI ■RT RRRR Rl fcrllj, 3SftpRRIP^ RR R> PP51P % Plof>e RR pop Rrt^ Rl^n "RT 3p=R j^'h, [rt^P RtRRT 'RT "fR^R 'RR 
•RR’rtprt'R?^, ■pnfRR'RT'TRPRiT, 'art ■^RPT'PfrtpTRT^ rR'ST’R frtlRRR■R rRP^ qiii^ 'PlR'l '’1*1 pop ■[%?R/ PT^ onlt^tn ^Rr Ppnsin 
R'*’Rr5rr'' HPifuip ppT RR frt’Ri Rini I "arji ?Rrt rR H^oip ■RRitRR rr■[Rri■ anR rtrrrr diij^pKiRTR SII.I =PH R =PH ■Rr 
■RRT rR 'STRfR ■RR) wR^RjlR TCR 'Jiiy.'il I 

9. IjlRi^iP rR ^R’ R 'H^il'Trfil yPpp, fq^pp: ^iPuRs-p RfR P'J1 «^p pI-^i gKi -sicpi 'Jiiy_'ii I 

■10. »jfRRR tRi ■RT ^rR ■rR <iRl«i RRt; i^r1i;r -Rt rrr % -rPr ijr Rfrt %, artr^^R 3F551 IRT 'Tt R^^nRR ■snfRRrrR^ 

■fRRRRTR R 'ij'wiPfiP ^ipT ■RT %, fllRTR ppl RR 'Jliypi I 

11, l^Rpqp ■Ri^RT■ rR ^RTTRiT qi<,l %iRrR c^/RrR% rIrt-SRRRTR^ [rtitd Rt 'RRR■rR^ ^filH y”til!'l pJlpd ■■’qipp^riM 

■RFR H'^Rip ■^ TIRirt ■^, frttiPiP ■Rrtl '^liR RRt'RR ^RRRR% fcpy, Pi'-ilflip rR^ “hPip pip ppI 'rRttT I 'aiR 'jPh'ip 'rR ^<cil 
R* R ■R^tfRTRR R HR ■ariRT f' RR 'RtpR' R R1 ■Rter rR ^ ■Rr Rkn ■RR rrtttt rR RRt \pihip rR irt writ i 

12 , SrtR” R 'rR^ Ij^frtipp, IRrir -3pi ■’RR "RT ^3R M*-pl % ■jiRit RR TRprt R ^ ^phR Rpp'p prR R [RPpp Ppu ■RT 

Ipqjippi ptff 'Jink'll ItthI h*r 3Rt jjpR) ■rjRrrtr^Rt fVifi'i m=pipR PiFRp pH 3RtttR 'RiH pifRi R HpIpR sRt■R jtfpTRRR pR 

T^ I 5R) aRr ■R'R % rRr ■Rt hipm ■RtRr^ 'jfRRR pH qifty, I 

13, RiaiRMl* Rt tRR R I^IRhRH HtR % yRlai-l % %T RflfPTRR :— 

(RT) HRT^ HTIJ^'RR'RI^'R'rttRTT aigRtfrtR'RPR’SRI ■‘jRRrfTR^m 150 IpT^tR arqfRRT ^TRRT'RtR’RTRR^'R', art'fRT 

^^pIIRp IphRi R' d'liy,■RTM''M PpRi 'Rii<'ii, aRr q^i ■R anR h'ji«j^p 'rtlart R slqip flipR ’fRr ^pfwr R^ 
tRR rtpit ■RrtRT aRr nlRiti ttR iffR, hHirmI' 'rtr tRT R' tsipr ■amrTT, aiRRi 
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(^) wj ^ ■qr^’ Wf ■^rt 'pWftar^^ttfer aiw■«n^ cPfif ■^, ^ % ar^TfrPRT 

4" WTRIRTI f^RT 'flUJ.'ll, aftr 37Fl 150 %St SHpI^ aURTIT % ^RFTT ’4', Pp 
fteiPr R WTRITRI ■^’, #!if tNr ■^m37IT I H'JI'SJfl "P % 'gTCpRT WT WT 

zq aPr "il'^id zpf ■pPf, nli^'Hi'il' % ^'lil P" SIC1I 'Jim,‘M I 

14. Hl'iiRMT H'-H ^ aflr % RTTR % ’*iP? ■qP w "R^uft % ’qF : — 

(i) q^ aipqR Prg?T ^■qrz^qrfe# 3 RTTiw%qwT^^^ 5 RFTpm Tit qiPf, zsq 

(ii) ^ qqqTT. "jqRq?riPqqqq ¥, ■^?t%qq Pm, 2000 qpagq;^% qjqzrP 

q*iT fqfqppz qrqzqq ^ qp qftqraff % qpR q lil q znqr qm^ 1 

15. (qi) fpRpqIzi7TRp‘mm%mqqtqRmiTRTp, #iqPiqTqqit'?5^'qifq^'PaTfferqiq?rfpRTnqi;qq?T3T 
qRp % fPfiT argqqr fqiqr qqrtqt, qqqpqqrqPfqil^ qi^ PjlPm q^ ^smt writ, qqr 

(■)3r) fqRpqtzimP'^qq wPqr^aftrwPt^fT^qqfqq^qit sjjrqrqqpar^qipTpqtRTPi 

16 . ^qTqRp'Pqrzi:qrq%qiq q?P qffqq^f^q^qrfqRfqniqTTl^RftqqpqiqTqTq’PfqRqqPqiqTqiq 

P P^tPqqq 151 qq qqqqi 1 
FT qT?f m arfqpfqq PqPqq ■ 

(i) qq RP] q^t ‘^rqr m ft arjqfqr qit quif % qqPrq % Prq; tqi rt ttir Pfri ^tri Prrt sqqqqqi' F, qqqr 

(ii) qR%fqq^fqqp"^jiFTTqiTqrqqiiqqqrqjqqqFTiqP^RTqqpP i pR^RPL^P tt, arqqi 

(iii) 25 #fP arqPiqr aqjq^pR-i^^^P'PjtlimT qrpqrqq RTT,q^#q^pRTiqteTqRpT^qqPq^ 
qit, Pqqq P q^tPqqq mRT tP qqr tP, afpqq qi^qn qrf q^q qiqqr rtr w qqRi, q^rPm qPqrR % 
P=R, FT qqR P qq ■qiqr Prqiqr 3Hiqvqq> f 1 

(iv) '>P qi qpF P arqpRi iqqR qrp ar^qtpRT qi^qrP'PjtPiqq qp T3 qP qq^ q^ afp pRi qp^RR PrqqiT fft "qR 
tF 'P q?f qpqr aPr qPrqr qq % 4.5 Ptf % qPr arj^nq q^ fqqri wqqr 1 

17 (qi) FT aqptfqrP TJiqqt •jR'tiI'ji % oiiq F^fiPqPPqPiP ^^RF arfqqrP arfqqiqqfqqrqq 
3 qpp qqr ■j^qiFf q^pq^ q^T aqqiqj i qq qqPr qt qPqpR t, qq^ qq qq m fqi fr q^ qqm qqp % 
^ jqjsnqq qiPiqqp qit PtPsr P P qt ^ apt ft arppq qp qiPf qq ^ Pf qipf qp t^pj p, 
F^qirqq ppqr TSTTH I qp^ ip p - jlPTqq •»J^ % FqT ( PiqR zq% ^ fe q^ P' FFTR P t) fqpp Pi ppT qF P 
aqpqqqFppTTFF '•jfpqq ?qp qq qqin ■pqiFT RR % PPR P qpqRTqRqp ’pqqqPqrP aRqrqrqRpPPq 

qq PfRT F qqqi P I 

(qr) FF ppTTFT q”T qq qPPr fqiqi qiq rf qF % w Pfei % PPr arfqqiP arfqqr 400 hPt PjtPqqq Pqri P tut 
R qrrq I FT qqqr ttf qqr P^tPm ai^PfpR qqpqp P ptqr RrfPq Pp zfP P qp^ Pt qPTi aqjqqr qpqr % 
qTFT qpT «ai qMi qrfpq 1 

18 aHijqfqi qpTR qq qPF qqp qiRT qr qq qr: qi qq% ppq p ^sqfq^r pF qPp qqP qF qpqr fqqP 

3TR m TTqqp P F Pf-t-pR F RqRT p pp pt^^pffPjqq ^ P arrqFTqT qpf t ZF, qrr arqP Tq#qq Prrt % 373^11 fqiPt 
q-H Ffqq qp Pt Pr o^P qqp P fqqrpq qpqr 1 

19 qptfpqq % fqpt qrPt, PNt qr qi^'qfqqi qsqi f w fPqRR qit fqqrpq qqp Pr fpq fqqqTp qipt mP Rifpq 1 

20 aqj^qqrP qpqr qrq % fpq, Rip q^ qrpqr^ F qr THRIFT, piP qRj % qqr P qqr P feq qr ft PP Tp Tjqrqq 
qpq rft qr Trqqq ztft % qpqwqqp qP "miRT qpR P) fqqp ^qTRqqr TRR F FT qqqr P Pqq TTp RTPq Pf'-HR Rqp 
qp ivii P zqqq qTRT y'll'i fqrqr f tt% 1 

21 'TT^qqr qpqr % Prt fqPt Pi ■jPzqT rr f fqrw P qp Tjqqi iPqP' FRpqq qp iqfp P qr Pm qr rWr 
qp qrpp nrfq ^ P, fqqRqq qPq^ qp qr fpqRqq "^fpR qR % qirqrqqr qfqqqp qp pp qr^q fqrqpeqr fpqqqr qp qrq rt 
Pffttrti (RTqqqqr “Pfftzr, ziRp”) l 

22 fqpRRqTqqrnppTfTp F'-iqqpqpqpT’^fqq^TTRpqT q^jRqqpqTpfPPqRqPqPqiqqpfpqTWTRT Pp 
Pp apqqqp qp, qq- arfqfqfpR qqp qr fRir fF^ip pp ^ sr^qfqr qP qiPf qq nm- trt P ai^MKH F tf p qr qPi, 

F TpqqT TTFq qP Wpi I 
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13 

( Tjsnr - 5 ^ 31 ^^ 6 ) 

33 ^^ 33 . " 33^3 . ■^. 

.^ 533 ^ ^%■sifkRT 3 T^ 33 H'M, qP'in sftT 

333*3^^3' 3 WT 33 .ni 0<3 .Pt) iJMN.s 't', '4 3*33^13^ ’ 35 T 3 W^ %fWT, 

SlfiHpiqq, 1934 % <5Hiq^" RT 33 *t[^ «Hi^ Tit)^ Pi'hM) RI 3i jmIki '?I?ff % ■ 3313 ^^ <p([ STJirfM "33130 % I 

33 g?P 3 r 20 .% "Ret ij^jn 3^ 1 

.20. 


3 fn ^ 3 ^ 

3335^ 'EM 
f^%f 33 f-O’ 

^ Mf 'M 33 ^ OijlRlEH..... 

E) mI TiT 335^ 'Rl'-^'. 

35 'Ei T 3 T 33 ^ . 

33 33R M 31 ^ ^ Rf=T. 

E E)T 31 ^ OsilRlEE... 

E 35 Ff ^ ^ fEM. 

■*?rE 


EHhsr.20. ■ 5®3 fEJ-T'lTi'* FtTTT 

33^|?3<333ft3lff ^ Ril^^ui 

•ir 

E'l^l'-n eReR, fq-^nlE rOhI'O 31*133fFE RlRflf^ 3^333^fEf?TfeET33^FE 33^*0Rifl qq^il "O' [ 901 ^ tt^ % '"' 

"MPT -qr 33Ef^ 'I EET WE lEF#Tf^ -eReReT t:~ 

■E^tBFrEE”^ 3J^f^rE'% RhM. n>4d"3OTE 

R?t%EE srRRm, 1934 ^ EERfEEeO eO 33^^tTEE 3nRM13t 

"ET 'EERi SIEN 'EETE ‘iij aiOo 3333lfET 'Eit % ^jfE 

1wff qi 31 eO "TRff "WRhg ETlidE RWE 

EiT WETEE E fOO eR 9311 R" 

E?" ar^Pkl ’#E ■R fEET "fETEt 
3^ ^ EfE "eR TTEi "eR 

En33%Tf[| 

3TRr fE3tSEE % 33EE 333 EEI eReR "53331 EEFTO fTEi'jff 3lRf 'E?if % ^TJEE E^ ETT 'MR 33*t3 "pJTE fEEEf sfR; 
EEtE "EE apJEfET E^ eO ■^, R' ^ IeeR -ifiT EEEIEE ^ eR E7IT 'O' E5" ETJERe IT eO" ET ttEeO t #3 E-j.^flf'E 
EEE 3TE3TE ^ 'Ree ’niETIEI "EE3IET33 R, eO EJET E13t EE7 EE ^ 3IEi(ll % El ’R, eR TTET TETR 3;rR 'EET EE "jO 3TEEE ^ 

ElEt* Tl, aftr yq^lE ETETTIETff 3TE3TE"% fPIE 33TET3E EE3IET3r 'R, ^ "#T tre EE3 EE 'Ft EEETT ET EJeRt R, ^ ETE fTETR EER 
EET EE ^ 'EEM t, ET TlEf {T'o^eVi qt ^ I 


^ i i 
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'TTOI ^ TTsm ; 

7 T^ 

1. arggRT Hn.<H<)' ^ ~g35?f^ -i;<tti P^Rad 3rpT%fr3T ^fn: faniJT itktt 

^ y4l'in % fw ■311117111 

2 . '^iil^T 'HSR'+il'JI ^ 'HSRSfi'i'il ?r«lT 1171^ "Ff iTT ^ 'SRpSTT % WTC ’=1^ ■^' P#rf^ 

arftiwR % »%!; 7 «rRf ' 4 ' 'TM ^miTTT i 

3. (i) ’lT%feW5iT^'Rt'^%31iR3Tn3lfW'FlF^ 3^^171 "^3^3TT#n 1717^ "R mm 

■311^1^71*11 T^l^.f^'S+i T^tl!^I7■=7I71^^i^■^■f^■^, ^ l?f ■rrtZT ^ 'flU ftp^, 4)=+)<V, 

1^ TRi ■^, ■mfe ^ 7R7 ■T^fw ■Rn: ^ ■^ w wi ■wfl®^ '^3' i i Rtei ^ ^vefr fest ^ 

^ iw7 ■'1^ ■i^'+vi'3 0.6 W7 ^ ■sfR ^=1^ 7?Ri "i7i%ii; ; 'RiTg -^TpR^ tNi ■i^m■PTJ^ 

^ J^l Hlftroirt SKI '^Fl TAt ^311 *H't>cfl % 3TF1 I^hI p7?W nfiR-^lffl'-il W f'll'lA dK=ti1 TFl ■R 'I.'HI "^ffe 

I ■31pft ■qifpy, I 

(ii) 3TFli^ % HtTlT I7?t ■ijfiT aTFlit W7 ■JF^ 'jft ■^ 71^ WlT #lt "snfrF #1 3^TO1 W7 ^ WW^ 

'Jilt'll 'f% ' 31 F iicil ■^ jis ■^ ' 3 Tt 7 STTTl yfci^in ^ 'tiH ; 

'571, «(''s ■^ '^it^ ■'lull '371 31F17t ■^ 11711 ■^' ■^IF], ifn f)'|I ^ 3psRl q|t^ ii^fH'il 'll"! fWFTT 
Writ ^ la;^ ^ ar^HR ■ri^ iii^i itFi arTit»-iRi ^ ^3 tt 11 

(lii) aTFlit ■^* Pi'tiiTil Rll Pi'-iii''i liRl qirq P=r)'Hi 'JIIuki ^ ri'iH S7II ij,'l'-'-l 'FtFT ^RlfFTr ipfr jhbiH R> inFT 
■^ ■^ K-Kifria feR '311^ ■rRii "fPii 'c)ifV ><71 31F1^ '^' '3in P-i kikh "FifFliiT ■fri ’'Trl 3 h hj 3*RF li r-l -tK 

U,3inl ■itnf?ii,i 

(iv) w T37FaiFT^ '4'ill arpR^^*■ s^htfu'w^, ’RFi aiFi^ ^ RTlfTH Affirm 'ijuuhici fwir w\ 

FTH ■^' 60,000 P>><ritMl<i< 3lf»liF ■#! #=ft ’Rlftna 'fltl ^ ^ ^ pRTm feSTIFF RIT^ ^ WF' 
1,20,000 aif^'TFf ■Ft'ft^^Tl^ "^IFf TlTPFr aiFI^ ■^‘ fr-*R 31t7 i^WTlF W itRlf RlT 

■^ 7171 ■fwi UTl ci^ 3^ k^'lKl'l W ■^ ■gRil ilFlTll 60,000 'fifirlt TiffTl 'it 3TpRRl iT^ f^'ll I "ffil Sisid 

Rft f^Rl^ TRt TI^ %Fif 31«1R1 iTWmTft iftiiim ^ i!li ^ ^ ^ 0 6 ^ T^tF ^^nflTii 

ftkiPn'i PtiKi 'JiiiP'il diPki iTRi cRfr ip)' wci®bd ■ 37 ft aiFiTt ■^' 'SFl cRit onii h^-kH ip tRit 

■ 311 TII 

: FR O'JS ■^ ■RFpJpft ■% fTFl ^■^ ■^711 7FJF fspH^ HiPt'Ti "kH ■K-hKh R 9 ITRT 

■^ 3iftiRi 11 ■^ iflti: ^iw ■^^ -5171 ■fRrim 5000 P^tTiitei ■^ siPrr;' r ■^, la:^ ■rtrt ruftit i 

(v) (tf) RTFT aiFT^ llif R1R1 l^if 131 % ^ 5 flRlilil RH RUTH t -qi i?ii il % itjjlPM'ilH RH Ft R1 RT 

■Rif 151 ■% ^ j^friKK ■^ '711*1 ksK'Hi'*! fWiKi '311711 !!■ 'RFT aiFl^ Fit FRIT, aiFT^ "4 % TfRii RR fiFTHT 'RIT 

"TRl dlcflTF -3<11 aiFlit %HRI aFR?0t1 % 31F17F1 TFt "RZl^ HIRIR, aiFKt slq|<,TlRl, 'Tlcl ypl^id 
^Idi I 

(U) '31F1 aiinit ■£[ ■%R7T Rii'R'^jtfFlRR R)! RFIFFIW f*f)F "^TM ^ RFT aiFMl RiRni'tlRlRpll "it RIR 

dpi lldl ■^lUrQ, I 

(vi) aiE;i1%Rln<. ■'FI7«11R'3 t 1^^F'R1 ci«hl ■^"R RU^an"^, rtl'^l'H '3R ailR7'K'=t) HI5 h 1 aitl '^Irql 71*11 R^HlPstl P'^PJfl 
M'tiiii ■%■ n't SI Tini aiti oiril lisr ■311171111 

4. Tflit cfclil '4* ^'3 H 15 H n'liy, ■jiiI'I '^it qi^Ksn (i*f riI '3'I'fi <^tii ^aiT Pm-k ni«l '*11 apR aiRiiiiTiifiR 

iUg'RitTlKRrtRllril^ FT wf ^ ^^aiT#ii^Rl%i 7 f^lll 4 ' 5 r% rH^P^Ri it'ilHlri TFR ^ 7 FR 11 ■^■^', afll 371 Rl'^ 7 ilill'F 3 Tl 
fldi iiili-k ai*!^ ci*F■^ ai-j*i)lss h1 ‘<1'1 "RITR Rl <ati<ii=h aiinUou *11 '*117*1 itRlR Pi'iK“i Hdk a<-q aijRtfei ttiRR riMi ^an i?RT 
■^ifcy. I y.k’ ^ H 154 aiVi lipRR R17R fctxnl sfr Rit 111511 *11 litRR RlrR ai^TlH-R "R^ 'FlRl R 1 P 7.171 

5. ^*F■^ <in°il ri1^ ■%■ 'R17*l ai;j^ici -ipl ■?? aitr7i7*llilR '^' THlt mrflit iR T^hkI "RIT^ <a1ri1 aftl "Rir "RRR 
% "Ir^ TRiRH'Rl aifRlTT f^Rr 311% ’‘nftni 
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6 WT % #4 OTTH ^ TTFF^T ■^’ ftremr f ^ fTOT? ^ 'itR ^ 

Trm TTirt ^:p%wr aik ^ k f¥iET #t #t ^hte ^ikrf Trrfk ^ k ^ ^ i 

7 ■^rkTRf % 'HSR'Ti'Ji ■RT ^rettE k f¥kE I 'fe aTT'-jrfr m arrRTfkr eEtt afR 

■OT%k‘sHt'ET TTcRERktRTfe 0 25 hIcR k Si^’i’l 3ik iJ=b H 3ETf'‘-Taf7 ‘ibvi 
^ RT ar^TM ikTR TtwT I ^wrk RETORT wm ■kk arke f^EETT^ eEtt a^nfkn; 7rrf% EsetE ^ ti^ tj frr 

k ■R’^ETRET THttil EET k "^ET Tjafi HNI f^RT % <Jh 4 RSt WI I ^-s) kk 3TFRE kl REE RTt 

llE^f ^ R'^RR k ^ W RERT RTfkt^ I 

8. Rk R? kk RTf 73 % k Eer kjtkm % rrrrrr rt rr^ ^ E^k^r sTFrkiET kkkrRR % ^^err kr 

fRRER k" fkn RRk R^ ktRlk k ktRf REE »jfkER k IrRH; aTR EET k kt fRR^ Rks RET k kRTfkr ktRT Rnfkj I 

9. (l) ^RTRE^RTt RR^, TwkfkRIRTEERT RR^ 73:51 fkRTR!EE^RkPERk ffRIJ SEjktkR ak^’^RkRRTTEERRk 

k fksT^ "'k fkkRRt k 3TJRE kt kkn Rifty i fkRR 62 k 86 RRi' k R3OT 7:KfpkR RTRT k kk fkkt RRT akkrT 
k, yrkRi kkt kkk k Rk-Rk RTwt k wwriRiT. k RkkR fRTE reR Rif?y i 

(11) RE tRT RET 5R fRRkf k RTRET 3 % RTR 4 k RTfRRrfs'TT arkfiERff RR T^ERl aT^ETEEf RET RERT, RTTRit aT^W 

Rfkrk k 7R?rk rt RRTk Rkr Rft riu'O tr Rk tstet rpI fkRi retrt i 


10, k^tfETRR k kSTTRER, ETRk, RRlk RT R’R RRk k kTR RTkRT ^’jfRRT afk fRETf aT^R TjfRRT, RRR, rVeRT RT^ RT 

TkfkR TihI'^i k R^R keiH TREk k fkfkfkR k rt^tr^ <^<1 ^rkt trtr 7^41 RTfkE : 


(RT) ^ fRRR k RRTTm k R7RTR, RT'^kkld TRk R^ ' 

krkfRR kET^klR ^6E fR^tTrTETRRTRRT 118 k aEJERkkl 


if k fR^RTR TRRR -RTTR R7 RRT 


(73) RTr^RfkRTTRTWEak/kERTRkktEE^^RkrkfRTRif 7|ETkR^kkri7yTkrk?nETRRETap 118 kw?ETk ^ 
fkTETET k aik/RT kETkE#T k I 


(R) RET TkRTRR RTt w k RTk ^kEk kSTT^ Rk RT ark R^ 73 k kkfkRR rt) ^ RTRT 5000 fkkTEfk^ k 
akRRTk RTREk kk k ^ fdRR k r'sere r kkw.fkk^ r;rt) Rkfa (73) k rrr*t k arkk Tikr p; 9 kkr k 
arkTRT t, rft TRlk 1 kk ETEkt 1 (RT) I 

(R) fkkt kk ■ETRETR Rft RRT k wf kRR 7k R kftfETRR RTI k^ERTER fkRT RTTRT t RTFT'‘JRWk'‘E5T7RTR RTf ^ 

aik 7k 73 k 3k^ ^jir^TTR Rft RTRT 5000 fRikkteT k arfRRT RktRRTTkRTTRRrf^k k^tfEPET k 
ksERTEE, k tk^ fkkt tRT Rft RftfR 9 kkr: k arfTTRr Rk t, k T^k TTEkt 21 


TTqk' fkkt yRl^iR ret k ktt fx^ kt, Rk fkkt RTR T^RR, ■^-TETTRtRRr RTTR RT RfkRTEERTEE RT; RT RTrk fRRTR 
fkkt TkRETRk* ■'ftjtfwRR RE kSTTRTTR fkRT TREE t Rk RRTR4J ETITRit 2 k kR^ fkTTRRt kkrt TRTTJ^Rk kkt atk RTt^ RRTTRTTRI 
kETRft SETRT 250 fkkkliT k arftTRT k ark Rft^ k^kTRE kSTTRTTRT RT R7k ks'/kR tkk RTR7RT, Rk 'akR % 90 ktHT 
k kTRT? Rk kRT RTfk3:i kk kEREET R Rkt fRT RRT kw fftR k k*ET kk RRT (RT) T^RT k fRRRR k aERTfR, (73) ERrk 

3TfkfkE=T/RTk m kk ^ TT kt rtt^ rEr kk (R) kk erh re Rik Rfti ETEfarR kRTk R k, kk I 

11. VTxf 10 k fkRftf^ ^UrI arj^ERR RrfRRTrk ski RR RWaft k RTR Rft RTT ETRutt k RTFT IkkR TkR7:fTfRRT RTRt Rial 

k 3tk RTk RTf^ kkfR RfkERfkrf k tkRk, etr k, Tjfkif rti ^r rrte k rrrt rtptt kkr k i 

12 . kERETk’RfkRkRkRaT^^TRRRTfRRTTkRftfkftSRTjkkRjkkfkRRkfkRTRETEEITkpf^kkRkRkRfRftTR 
ar^kkr k ■rreek EfkffkR RRk k Rtoiri 'Jem.'ii i 

13. rRt arjqiTRR RifRRiiO arjkkRrk Rft krftsR k Rffkr kRTE ar^siRT RtkiEf k Rfk kErt rtrctr rtet^ Rft kr terr ttr 

k Rfkrk Rft TgE^E k fkn^ aTTRTRRr f, ar^kkRTk k arkarr rert k kr TRir kk arTkk k kkE kkt Irt tjrrt k fRRR kt rer, rrt 

kt kEft EJRRT RER kk Rft RTEtTR k X!RT RET k RET Rkt ktkt 7EERR RETTEE I 



[»7FTII—^!5TO3(i)] 


'TOT ^ Tr*rT!T ; 3TfTT*TO’I (>5 

^‘11 '51^ IT^ ; 

(^) '®T% ■giw ^ a^giTtfr^-ffTO argirH^ WF'^irf^ "TTO ■^IT 

(■cr) (l) STItTF'WMi^ffT 

■4' UHlf^ilfl ^ % 31^ ^ qi^HSd WiRM'til' % "51^ % ■Rtti t, TT^TT 

(il) 3?T^%, f%^T^3T^'qTTOTOT^^1^t, ^11?1T’^'513^TTPTtTT%fFTT3;’515lf^T^T^^ 3T3*Ttf^1T'^Tfj% 

TSfiT ’TO Tj^F ■?iif^ ^Nr Tisn -^stm i 

w ^ ^ ■^ST’^ (■’Sr) % TO13US (1) ■^’ ftftS'e TOTTOr tiftTK ■^' #T TTOT TOT 'qfefsiTT fTOT Wm I 

15. f®F;#t’!?i’^''^TTOr’K3TeTO'^t^3ftT'f^^ lisft’sn^ ^ %'ftm ^ 

f^TO^' aifr^ -Bfq 'SpjW, ^ Tjif % f?^ UlrofeT ■^, TO TO? wf ftTO ’sm^ni TOT 1% ^Kf 14 % 1TOT C^) ^ 

■srProf^ Ttfn ^ t’p-zFt sft.an^.-q;??.:^. toto ios '^''f^TO ylTOl ■^' ttot TOifro to; 1^ wj i to 

'TOT-TOT ■fe’TT TSTOI i^ ■’TI TOR TOT f^«FIMI tTOTTI^TO TOn; TOT^ 'Ti ITJTfif TO T^TTi to 4 TO TOT wf fTOTT tJTTTOT TO TOT 
%TO TOt«J’’r ■J’T; TOff TO TOH ai^TTj;^TOT TOTTO5 TOt ’T^ TO TOn I TO ^ ITTO^ ’4T TOTOT % fTO ijt^TT 

TSflT^ TO froft »lt TOTT TO 'TO' ■RTOT’T ^ f^T^, fq^ ZT^, -qT TO I <4 l ^g ^ fTOT ^ aTOrflTO TO 

^ ^<R3tt MohK % Hol fror H<il ?TqT % Pi one 'T^ tot^ i 

16. TOfro, ■qflT TTOqff T^TTOilfT ■^‘ TOT TO qrt^ ■^'jrt^T'T f TO W TOT t, ftr# TO ^ TOR1T TO TOT wf TOTT 
TO TOTKrro TO TOT ■(% TOT^ 'TO' ■^PtIttoT TOT% % TT'ft ^Pw^TO ''jqfqTOpTTO ’T TOTp 1^' fTO TO TO TO TOTO ^■;^1P'14H STU 
■pT TOTO?Ph TOTO ■groi PfTO to ■'graFT f : 

TO TITf TOf TBT TO TOf’T ^ ■^?tPlTOT TO^ TO^ TOt TOI^ 3flT 1^?TTOT % TOTO4 ■^■/rofw ^tro TOT^ ^ froro TOT’TfTOq 
TOT% ’TOTI’ 'Tiff TOTffI 'JTI^'fl I 

17. '^3TMifTTOTOPTO^TOfTOTO'^?tftm WTOTIlft, ftTTOTOfTOTO^TOTOTOT^%fTOT ^Ih^T^rfTOTTT^, 

■JTO TOT% % TOtror % toTw toto ■!, to tot 'h# toPt to; Tit to;^ to tot % ttto tot ^ to f^ toti jtIt 

TOTO^ftro TOTO ■gro TOff TO fror TOT 11 

18. (TO) TO TO PtTO^ '5’^TOT % PtTORT % TT^rt TO4f TO ’jqfqTOpTTO TOrf) tsTT^t) I 

(to) tjto ■grw froTOT tot Pfto to( to htotoito srgrfrf^ arfro afh: to tot feTOTR 

TO^ TOhI, TOT fro ■H'ft WT^ R TO^TO^TO ■^' T^ wif^, fTO TJTpIPt I 

19. I^TiTt %Pf^TO^, TOTO^, TOt, ■3R1'TOft'TOyi«}4lPl4h 43 TO PttoTO % PiTOTW % Ptot 

TO TOTOfr TOlft TTOrTft 3iVT TOWf TO toT f^F# TO#TO TTtTO % TOST WT^ ^ ’T^ tstTto tstTOT toPht I 

20. 3Tg5rpTrTOfi^ ■^^tf^TOT TOt TT'ft TOpfl'Ml' aftr PfH’ % ^Ptto 3TFiT#T5r afk ^ ■^' -toPtt fro argroTO 

TOpTTOrf) TOT TOT-lfTTOT TO TO^'9 tU ■TOT^ "T^ 3?)t arPri^ Ptt)^ TO TOJTO TO^ TOPlTOITt TO) TO PtoT 

TO ^(TOITOTTI 

21. 3Tg#?T^'pTrf¥^^Tq%'ftTOTOTOPlF#?^^TO?itfTO#ift^Bf^^f^f)ifTOT^TjpTT3ftqTTi!ffri^^ 

TO Tjftro TO WrRi ^ TO'fk 8iTpT ^ PTTO3TOT TO pTTOTO gfeTT TO^ % TOTTOTO arPlTOrd ^ TOTOft afrr -‘fm 

ftro^teroP ttoitoPttootr to) 'ft', si to:tot (TOtottof " rqwf?i4<F, ■rorgr:") i^tot iiiD i 

22. PrftTOTOTOngro to^ srf^TOiri"'^ gPwgTOi wrf to argror ’Ffeiff Pr^ftr tof tor tottto 

srfilTOTTtTOt, TOT TOf^PT^TOT TOt^ % %13; PiTOff 3^h: TO TO^#(T ^ TOtT TOT TOTOj;TOT P srgTOJTO TO TFT T|T TO TOT, 
FT gPTTO 3TTOT toI' TOITOP I 


MJ ■; r'.i/2noi—'lA 



66 


THE GAZETTE OF INDIA : EXTRAORDINARY 


[Part II —Sec. 3(i)] 


14 

(im ^ 31 ^^ 7 ) 

300 TIT % 11^25,000151% 45,000 

■qTy»f% ^5flR^ ^ f%# 3E^ %’Em gJET 300 ^ aif^F 

■prar ’ 4 ' 3 TNRI -afk 'jsi<«h<.<j| % ai^srf^ i 

■?!.. %t 3 T.T. 

.%t ynf % ajfj^ ttiai'cH) '4' '^5tf%*ET %I, 3ir<Hi<l '^>7^ % ■ftri 3^17 41'^ ^-IHt % Tjjt f% 

^d'l 3T3Flf%r '’WFir ■?!.in41<SI‘.. fi;<ai>< ■?, '^^rf^EET •srf^pEW, 1934 '3 t\t '3^1% '3Tt%T f%TEt 

% iSHUtif TfSir 3 l %[ 31 ^ TPif ■'E 3 l;JsRd 4 ' 3 jl %t ' 31 icfl 'f' I 

3 Tg 5 rf %20 .% f?rE«K % ?«W)l+f^' f%TTEE 3 EJir#Tll 


yrtuE -Jr^rf^EET 
TEfu ^l^lftEET 
TEfn ^^#EiTT 


irrfhsr.2 O' 


f%iw 

.yf 4 n 


ST^yyryftyrf ynf^yrET 

3755 RT EftET.Eqpf TR 3Ejft«EI t 3^l7 . 

.VISTWEiT 3 Fq ■gfiSEIEi afi^ f^ESTt^ tj^ % argEE 

WfW ^ Effaq%i f I 

•l 4 lchtui ■% RHI^ ^M 

^5[1IMh arR^EET, 1934 %Tmijf in ' ■leftefE ' J i %t 3rj5i1% %t afpm laiRTOTTf 

^ 3 ^ 1 % 3 Ti[h TEi f%Eif et arj^rf^ %t Tn#cr % fEim affr ^f;ET%Er we 

%t ^ EH nwiv E E ^ irm ■^‘ Ef 
aT^#?T %hT ■ 4 " ^ % ifN 

HET 'EftrjilT ■%[ '3(1 '?T%Tft I 

■eRi ft'^hE’r % 1 EET 3 T^prT?r ■qftEi: aniE?; f%rET afrc -^Rif % 315 ^ er f ^ ^ Rwf afrt ?Rif % 

3T%E arjJ^lEfl t, ^ ^ 'EE ^%tE7IT^'EFE^E%t3(T fTEEft t afk arg^EElfl E^ET stwV 

%1%1I ■EEEEE®f)IT)EIE 3Tt'(^'EmirETEEliI'EERrrtEr'^%%T^, '^'ITEr'rEE'^ITETEE^'fEInTTt, ’ETliETi 3?E 
E^^^TKlElff aiEITtr %T^'ETETEn TS MEE I E ■% %E Em EET 'ETSRn f, ET Tg%^ ■^, ■%'ETE F^TK'EE^ 1EE E1T WITT t, ET 
fEtC 7 ^ 15 %^ 'ft fEii I 

1. 3Tg?ETEftmft‘EEWftE’51wfEftEE1'!^fW^'^3T^%'i%E'^^ftEEET%%5EEm4 3ftTl%TTWF>!TT3Eft'5imaET: 

TH^'lmr iieI'jihI ■ft 'fEm Rtitil ■jEftETE % ■fEni ei^T 'f%ET '^eiett i 

2. ft^IPtEEl EH 'i 5RE)<» l %EFT ftft E-BREiEm ftf Rbej Tsnimi TjfT EE^ 3E;?4 vOf 1 Wift ft fEftftl ET^g 31% 

mf ET ft^IRHEH EH E5KEi< ' U | 'ElfF f%ET '3(1311 EFT ftftl, Vim:, EHfET, aftr FTElft FEfH% % EETTI 3(1 wft f I 

3. ftlREmHftT'#^EftlftETft'm3TTtllfft('%ETaftT'mT%^'aftT'(TEi%ERET'E3(^ft fEfft?T1WT^%ET'ET%Eft 

aftr W%T'HEHTftE3ni3(Tlfttf%3rf%Fftaft%F30 ftilnlm EFEIJET^tERFi’3(TH IFEE^IElf % fftft ^ F^Eftai^ 
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^ yotirO % I '?^T H*t>K «(ii 3ici<ll ^Hfii ^ cl'II ft) oa^ '^^tftrw ftrtft % ftiM, 

^ "ni %, ^ «t)H ^ '^TT^T '3TT '3 ?It '5^3 H'W< PiWa ^*‘1 sflT 'Jii^'^'l ft) "4, 

arm ^ ft*nft ■^' ft«t)M^ '^IT gr^' aft; arirraf ^ -^itp aft; ^iruviln irnf % 

■g^FI TTffT■afHT ‘'llftRl 

4 , *ift ^l-s ®i)l aM^il'i 'I'j ^ft ft ^'SK®f)<*)i ft HtIR ft)^ 'Jiini % ^ 'ift nc:i ft "^ftT^ 

"^ft) a)H< ificf 3 ft ftftft^ ^'5 ft ftii^ftnr ftl ' 1 ^ aft wn ft ft^JZ ^ft Tftlfftr cl'III ft^Rfftf ftl 

TTra ar^ arft^Ruft qrg ftt ^srr# ftl^, ftraft ftn ft‘il41<i< ■'f^ ft ■'fw 11 ft?i '^, ft wif ft w^tt i 

5, argsifN^ '3Tfft?)lft arj^irpr'anft ftl RiRan ft ftfftr ^«t)< ar^^RT ftftTTft ftft ftfl ®t)<i^ ftt, "ft a^nftl tpi 
ft nU+f^. ft! ft fny, aRT^^TO^ ft ai^^ffft^lft ft aftajr '^)«ii % ft ftft arftft ft ft?iT ftftt Ift TJ^ptt ft ftT ’^rnj^ a|ft 
ft Hl'<' Tfft ftl (llflo ft n't) *1W ft nfT ftft, Mi'-HCf «t)<l4,'ll I 

6, arj^Ri ftr^R ft* ftli ft ftftiftT ai^qiiM-i Mifftoci^l ■ft fftftni ■’jft ■JTajft ft fftrr 'ftf fft^ "^riftt i Trft ''ft^rftr ^ 
ar^srfftr ft ftftffti 'I'ft ft" fftiTT^ 'Jiift'"! I 

ft’SKotx.ui 'ftff aftr ‘Hftftr fftrW ft ‘^rft '^Frft '’ftftftftftspi ftftn t<sfi 'anftft :— 

ftsR^Rw ftl ar^jRr a^mr (fts ft* ftsRf^ ■^rft ft) ft^tfft^ ft f^ ftsrwr^ 


ft ■sRF^ "an^ ^!nft) Tjfftn 


■'F ■qft -afiT 

IS ^ ^ijlfW'MH 


2500 ft arftlRT 

6 

CMi'i^ clni 

(li'l^ qc*l 55*161 

2500 ft)3i: ft arfft^ fft^ 

25,000 ^ftzT ft anfftsF 

7.5 

(Mi'i^ MC*) clni 

di'i^'icl ■ftm 

25,000 1?f)^T ft arflFF fft^ 

50,000 ft amftR) 

9 "ftfer 

3 ■ftter 

'cipj^'n^ ■ftm 

50,000 i5te ft aifftij) )ft^ 

1,0000 ft)^ ft arnfftsF 

12 fttec 

4.5 

3 ft)Z7 

1,00,000 ft arfftn 

15 ftte 

6 ■ftzT 

3 


"JICI R'cft aftwft^tfftjR'?n®I-7Tr«T 'H"sK«h<''l Rt><HI'^JIFTT't' qci'?7T'7Ff ft M‘il'Jl’lft Riy. ft! 'MM«1 Hli<l 

ai^ ft ^4ift aifft^'OTTCFrft^ ft^lfft^ ftl ■’7TO'?T'=rft "^fn^ft I 


8. TPf 7 ft* <jJ),‘Hi aTJqTTFT arfi^obift ’SKI '^FT ftt ■^Wft % ■^JIFT TftN ftft d'li^ ail ft ^ aR7 Iftft'T 

-Jiift aici ftft fftftF ftftftftrft PniA ■stiftl 7R ft ftft '^)ft ft) ^ *i°t)ft ft I 

9. ■SH ^ ai-q MM, ^ jlffti'M'M ftl, ft^iti ai ftftrftft ftt <a1ft ■anftft aft^; ftt mm'h ft fftn oYft ■anftl 
ftjlfft^FT Pi'MCM^ ft fftiR aiiqijMct) ft I ft^lfftf^FT fn=t)ift oTlft ft <3<i'i ft'jtfftFR a+ift qi^M ft qic< Piq)Ci aift ft PiqRfi| ft fftti 
^rftl ylftiy=w '^qlqqiPiqi ■qift'il I 

10. ftft ■^ftl' n.«w Hm ■fftrft w ft^rfft^TT WTft), fftqiM rR ft 'aw ft a-ft WFft ffty, afft ^ jIRmmm qi'^ 

ft q)<^ ft ’HftapT ft Rtir olmi 'JiiffI % 7R) Mftt ftfti '’5^ 7^ wrftft ’^ra 7R) fft "aft ’'jft ffPF Fcmmi W?rT aift 

'ftjlf^FTH ajft qi^H ft ^qti mcT '5R Rimi 'JIIai I 

11 . ftf^ '’qlfti fftfti ftft MM ft), 'TOftt Mil*l*b|{l ft ft)^ ^s^RriMM ^ ^ ’’FIT 7R nq) ft 'Mi'-Rfl ftp'll ^ 
'H'-MH q)<ni.'ii 'Ji'q ?r^ffta<H^’W qPiRiqn ^jftft’^'aTTftft* 1ft'FRftjlfftjR^Iftft) 

qi“^ ft '5^ Iftqi 'an -^q)! ^ : 

Mi-g, 'w ft 'mft 'ftt *to^ afft fftrm ft ft* yiF^q) elq)i "^^rift 'ftt ^fftqi ^ "a^r ’’ttit ft wRi^■^fft 

qiftl annft 'aw i),ftl ^fftqiy, ftER^RTT ft qic< Iftftl ar^ftfftr '^*irT ft ft) aiiftl't' I 

12. aTFT’in [fttftlaft ft PiqK''i ft'^qlqqiPiqi ’^ft) '’TT q^ftl 'JiiftH I ftaKqx''! ft ftq) qlF7 
Iftftl ’^T^ai' Mgqilq ^ ^<sii qiC'j^’^qi *imi ft* alft a'Mq)i ^'ihhi ft'anftftl qx^ ftaiR^^R) '?n*FT afftlft ?M'ift qitftl 

aii'i aFqq ^^m ft qq)iqcii “FTft ft Rir ftoqi ft* <^qi 5 J aftftTiPTO' TISl "anftft 1 
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13. fWt 'ft '^nRTTIF, ■:JRraFifl"qT Fll«l'1irH«h W % ftT3[ 


14, aiHiR('j)a TTst■qr^ ^5fIR4«RafRf^^'qTJi w, t’qrw"T^Tit, 

#iq; 'JiTT^'n I 

15. 3nfW 3?R ■M^rf % 3 iRi^ 3?r ijtwt ■^' i:^ % arg^tm 

yif^<6Rt ^ ^m-’?TO7T Tfi -p^f^ pfn^ ^ajp^ gjy^ ar^ vpj^j^ sfR ■PifNw ^ aiRFFi^I ^ ttttt ^ 

n;«fTi('ii I 


16. 31 jflKi 'ilci< 3ll'l "^TT Pt)41 ft) 'ii’i'jfloiH Blftr ^ "m 'jflqi ^ 

3TT=qf% ■Jpt ■T»ftT a3ftr t, 'pFfJ^^TR ^ iTT 'pTO37R *1T^ % »TnTim^ a#n!FRt ^'!II "^IST ftW)V<6 ^ 
TTR ^ lit ^rmElt I (1TR ^ -W ; ft(P6ld»b, ’^TFigi:) 

17, qi(^ Vru'ft yP^u'Ki <hh4| TC hU^h"^' h^s'i '^iiii.'ii sttr 

^ -inr ^ % ^FPlf 3^k w ^ ^ ^ TFT t ■qi ^ 

H<TI1 ^ '^I'T'fl I 


WIT 15 

(%^TO ’UTRf R9a'^)|t( sitr ^iPi 'rii4 ^ TPif^ MT% Rny, 50,000 ci1<;< HMI ^ 

^ ^ ■aik ^ TSr ^ 3 TT«!Fft ^ ^ kSTT’^RJT^^fknaT^nR?!) 

tt. ■'fItt'.T>. 

9ft.^ ar^Triki Vt 'ormt t '^n.TeiH m 

%.fticilcilii '5RT %)*3M kSTTW '*FT^ % IklT 'i^ aTpTpTTT, 1934 % '3’TO^ aik '3TT% aTtik «i'iik, TIT 

7r«iT ?TT arprPrr ^ ar^ -wf % 3 t#t t^ ft[ ^i 

.’"<i«h cl'fl I 

TTirtn. [q'eRT)e«n kni'S^ 


1. arjiPTT mR^O ^ y^it'i ■^^tfkrF % 'tsit'TvT’^"^ttT nk ■k'h k n^lai'il k ar^'^rkfjrft Tikripr % kni 
'nfT Rh'Hi TffnjTTT 1 

2. kjtki^ aTTTTRTt k ksTT^jTT ^JinFTT kr^k Tiif (3) % argriiT arkkiTi ■grw ijk ^ ^trr 

11 


3. kSKab<<J| mRtTO k klfiUrt ■H>=bkT ?TO ■Hkt TIH'it IT RlHRlRafl ^TtMl ^R^ «(4I^ T«l1 ailliiM 1 alPH (61 VIH4 
aprk % Riy, k5K't)<.''i ^k 9!;ii k 'isk k h'hI'<i tjt pI*ii fknk fki ’kkik k" kstT^iTi kjrtk(T*i acHi<^ fkikt 

kt Tikkeifk k ■err ^ stR^ k u'rrkm '=t ik i 


Tjk ■^it Twkf "yr TTsft wr^nt 

(k^tkm rfkk k) 

(kkr) 

2,500 T=TkT k 31^^ 

12 kkr 

2,500 #3T k sTfkri fSpg; 25,000 #zt k arkk^F 

15 kkr 

25,000 Ffkr k arRFfj 50,000 iktHT k ar^ifkap 

15 kkr 
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4 . hRivia arftr^ 

^1 


5. '^^rf^RTR ^ y^SM Pi<ii(“ti 5 KI 31^*i3R^n y«hK % ’^f f^Fi^ 'iiiy,‘ii I 

6 - idcf 3 ^ y<4TT '^i^'i <*-^1 "m 3i'*i 39y=w iMl-S SKI ^<1 4ii^iII I 

7. ' ^■i^'HI'l ' '®fir 5(is d'l 8 ^ % '^FT®2 3li)'fll sftr ■W'-Tpfh3 'Hl'TT ’4" RHClf^lfl iy‘11 I 

8 . »^5K'i+){'J| ^ ^ TTOT ■^f c^F^Wr fmTT Tftm ^ 17711 ^ 3T^rfWT TTt TTt 

% % f^ 3Tr?iRT ^ “K'f'WT 'JIIX^'ll I 

9. f^’ t ^ 3TTRIW % ^ ■^m^ni i 

10 . ''TRT^ fb-stt)!^ '*?jt <HRn*ii37t % ■’jyf "ST 'fiiCKj t^icii *f)1^ ^^fciKK Hs^l '^f f^RTT 'iiii^'ll V^ ^^Fcikk 

2000 ^ 3T?^h arg^RT ♦iSR'^TT I 

11 . ■RT ■RR aRrf^riS % ' 31 T% Tl^T^ % TSff^'aiTT^'aft RRiTH^ % -arp^TTii^ 

^ 31^ T7T ^TTR 7TTR ^ ^ ^SITR fifq i Rf l ^ % Rw, 3R^ ^Rw^^iRT 

‘^qtq'HiHl cf't.nl I 

12 . 71^ ISn^ft ■'TR'f^PT ^^1 ^31^nT W '31^1 % ■f^T^ 3 ^'3^ ^^FoIkk qiR "R 

“tx,^ % fcm taltrii 'Jiifll '1^, ^<.RiPT ■(f'W <,<31 'JiUt'ii 'fe ■'jyflPTT Wl'+i '^iT fs4l 'RTT^ aftl ^^IRi'hH 

1 T«IT 'J'FiMHVflM ^>jffl<.n tt | 

13. «h 1 ^ °<<Rtn 4 <;<«h 511 ^ % 3 i 3 «k '*11ITSTT ^<<1 % ^ K<‘-Hci 1T^ 'rRi 'TTrt' o*-Ai|| '^TT 

^qii^iii ^tpp%'33i% w ^pTfir'=i(T^'^%^^r'«rgfw ^ aikRfRfr 

'WKH ' 4;>nyi ^arfR ^ •5P3 W 11 

14. TTvF'gmf •qrarf^'Rg^fe^^ ^qwY^%ft ^^K'4 '%1?P^^1^g33tq^Tlf^^TOR^3TT^tntl 

TT«1T <3'H^ ■gf^Vfarr^ 89«il‘i % ■Rrg 3TW7i^ ^ arf^ ^ 'TFR ang^n ^'ligJ 

arR^T <fiiK'ti aii5icl ^ TTNiart % «in<<. -ks'ji 'T*^ '?®jh 1 Tiil ■anxj^ i 

15. RtTwl 1K^, RTNT, «i"s<'II 5, 'isl, 'Jl<H ■Ki'^'^Fn'^ 'M'54> '47 fqx<1 ^j^Rtikk ■%■ 'W F'l'^if^^ F^qK”! ^r).^ 

Rim, T7 M'tiK ^ X<3l '*iiii!,*ii I 

16. RithI ^^Rikk afR [VkhI ai-^ Faitnil ^5^Ri44 aitiF^'t^'^l ainf^iKi kii'^ F^Rl o^Rw 4Tl'4g’^ 

■Rttj; 44fRi ■gprf^Rpft wfl' 4im,'fl i 

17. aig^ri^tTR^ 3Ft 7T^ 4Tf^‘3i^ f¥W % afR Tsnit iTtnr Tiqi-RFT ^ ■R f^ 

Mw -qr 4 gfn arfipTnfi % % afR^n i 

18. arg^rTT hR<h< 1 ^ Rtnr Rti^l ^rr aiR-i ft74^ ■Rtjy^ r^Ffl RisniiciR ^ ’Rw^hr ^Fri« 

T^TPT % '1R7TTKW arftmd 3?R aigiRT inRwrd ^ apt i 

19. RixhI RiFl^Wair 4*^71 aTR<=tii<) ^itTT'Tt tiRwy'w 'HkmI '4Tai^fl<fl 'nR^i'^f ai4<n4 H^’'ii 'ifl' -fliy^'Fl afR; 3lf4=t)i<l 
apt '4F arf’irhR'-qn ■^iT^ % 'f^nj; 'Rp a< jflRn % 'RpFft a^ ?Ilff 44 «*<<'t)a: hiciH Rt)<<i TFT ^ M(^<t) 'gf^RT 
■airgaftl 
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. 4t1<h.T. 

.■21^ ^.3Tf»TPm, 1934 % 

<54«i^ 3^ "3^7%? STtJl'i 3 ?It 5^ 3i ;(lfiT 3TtftR 'RFT ^ ^f RiT 

(■^■jtf^TRR 75) Ril y<^N sfiT^ % 3H jqiPfl Tft '3ii?f| I 


■q^ STJ^lPkl 31 f^TT^T, 20.7T^5^7Ml^'^%3rqTm7FT ^fPRferftSRT^ ; 

1 . 2 . 

uPlo. fi?FRt3q? ftqqqj 


'j'o|«»i*i/n«fl<»)<ui WH 

3Tpd%qR, 1934 % qit 7TTft75 37^#3 qit ttriPti afjTum yifiiq^Kl % 

■sTqRif "qr 3i%fH q^iiij, ciiPio 'Cttttw sjVr qnqf^iq 

■qt^ f^Pif -qr w ar^srPTi qft ^spq 

?iqT qq 's^^fqT r qit ■q^ii 

■^f "q^ arjjfPq qitfr ftRi 

fq>7ft ftqrqTT % qli qqf n«n 
R«0q)T>ftq ifpft I 


■qf^ % ■hVih TRif % ■375937 Rif) Riqr 'niffi sfk f^iR Piqq) 3^k i^inT % -sitftR "qR ai^RpR ri^jt Ri) r^ % 

RR^t RutPl Ril 'Swi'H'l qit RI)|I '^' R^ STJRf^ 7^Ri) RlRf)^ sfk 315?P^Rlff RRR 37571^ % Rni^TTiqK'M “hKiqiH ^ff tjqiRFI 
TTRl' 77 ^ 1^ 71%RT RT RJRp^ ^ y,R> ^3117 RRi^ RRI RiT T) TIRJRT % RT ^I'il ^ 3^)7 RRRTRRTTf ■SIRTTR Riy. 77TRT7R RjTTIRTR ^ ^ 
iftR TfTTT RTP RiT TTRiRT ^ ’^IT RJRf% R?t RTR 5RI7 RRT^ RR> RH if) TTRiTTT RT T^TRt l^^pffR C)‘ii I 

1. 3i5?F<i RT RTTRit RTf^T^RT rRi 71RR cTRT RTR ■^* RR^T^ <^'Fl 2(i\7 iRTtaiRT '5T7T RTR 1^5 R7 ^ R^ Riy,'fl I 

2. ■%■ RH ■pTTTTTTR RR^ Ric) ?Ri RTR % RI71 ^<j)Rl'l*l PlM*1j 2000 % '37R)q RRR 9 f^fVRI'R mil’ll 

3^)7 RTTR?) 'aifR^’TT hRT RTR '^f TTSf) 'Jim'H RRT PlTlSjTRi gRI RTR Rl^ R7 RT) RHJ,*)! I 

3. 3i5?P<iRI7r '5T7T T^Tljit f^ITTTTTR % yql'Jiiii’-i TifiriRRRt ^RTRTR RR 37Rf^TRT RiT TpR R?f) 'RTRT 'Riy.'il, 

%7)91 RTT 1Ri41 i^TRI RT) mRi;H fti %RqT <7Ri RT7 'RfRT Riy.'ii sffT THj^IkiRTT) Sl<i RRTR RiT 

StRtt^TS 775T 'Jlm'TI I 

4. 1^ 7RTR R7 2500 #R7 ^ aiftlRj RR fiWllTR Ri^ ■^’ R^ RntpTT I 'PfiTf) T3;RT RRR R7 TJ^TT 

«lltil<l R?f 2500 RTIRT R|!i<Pl % 7)71 'StRtRT RR RftqiR Hp7 f^fiRT '?|T),‘II '577RiT Ril^ RTR i<Ri p3ll7 Rf)R7 >17RRT 

3FlftRT % RTR qf^ R^ f^TiRT RTITETTI 
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5. -qr Tfm MPiPffV ■^' -pr^ % % ftwiKoi ^ imiPw'ia w{ 

3#^ TTSTT PiFPte % ■?r»ft ■'PipTT ’'jj^f’^viPrsn '«n<l'ii i 

6. ''<i?rTR ^rf%''% -amM sftr ard^"^'Tfeiff % TTiJi:^ ^ ^ 

■ProiK'’! Pk*^! '*iicii % I 

7. cl'*i 5)^ 'mftn ^ 3iRi[^'-n ^ 'h<^ % Riij_ 

tl'"! (ff*I I ft^IJFR51*11 '*Ft 3l JflPfltm'O "*11 '3*1'T)I mRiPiPt 3llHin "P 

8. 3i^flF<iqiO "IF ijy+il wRii^cn mPiPiRi '^IPT'^ % clci % fn«ii<.'*i ''J^ <ih\*ii 1% etiin-^ 

^^1^ ■? I 

9. 3T^5rP^MRt ■qf ■jfW ^ ■'^^ITTT 'te ■^ ■! 31^ HR(;n % %ti ^ 

■^tr oftiii ^ nti ftwiiRfl ■M'nni I 

10. ^HT fwi ‘iqIqeHiPi*<i ««al 'ain^'Fl Pf Pit<ii<.“i % <?1<,H f^Rt^ti ini'll 'mRhA I 

11. a''h Pi«iK“i *157 Pti<)i 'Jiiy.'ii I 

12. 3{;ji^P?ItnfI'JTF ^iFtnif^''Fl^ '“4RW ^lyilH ^ 'Jqci'l 

■ ■JFt^ Mlf^, 3 tP^, M^IVI ■'n "qi^e} '=1 I 

13. 3T^qrP7r%iFp ^RiR-qn ^7* 11 ’Pf' Pronr®!%7 *ift % 3ira-Hiw '♦il^ ^ninPi^iiT wti] 1 

14. 3iT^qrfPT»1Tp 7m ■9T pT^ % pR^nW "=1^ "SH ^ ^'4'arai’TRT 7^^'3^I 

15. % cl^l % Pi^K“i % ShI % (Id ^ -ipT [^*<1 'Jim'll I 

16. arpfPrvRl'qTWFriifii^ Pm, 2000%fwT72, 73. 74, 75, 76, 11 , 78,79, so, 81,82 3iP:84 

■^TJJpT: • ^4f7 f^fr^'^nf^3fp371T^#rffPP1^‘%'gOT’T^7«!TH^'^^7^^ riFfTR”! PF?T'31111771, 

7«rFT 97 17TC?r: Pfn? wrcrp I 

17. pRTTTTW7Tf?F9T% <?1.H ^«h 7?r ^ «tiH-'^-«ti*1 ljl 'Mlfc’^i'Hi sfR ^ 777T9991 4^9 ctl54 % srpT TTFI^r ,4Hd®9 

7li 'Jlii<‘'l I 

18. ch^l 9Pp'579 1%99l % 3Ttp9 1^9^'% "^TT 99 PT7?TR’4 99 9^ f919T'^JirnTTT 

99) '1% 3PJ?IFPT ^flfpohKl RlPlf^oi 31^*41 (I'l 3lfP9RT Rt)9l '991 I 

19. ■'rpTIT 9pTT '^Tp IV)til ^Vcni, 3|pH '91 f^TTTp '^frspT 911 wPl 91 TTSfll '9)1 '9'*flT RTPt ^ 

IV')hd(l*l "91 fV'fxiO'H J^lcltl 7^719^ 9R71I99)'3TPl9)17l^l 5^11 Rnli^ 9?1 'Jllil.'l 3^17 ^09 19791199)' 199991 

'9?! 917 gKl RhIiI '9)1 ' 9199! ( icV1‘4ilV)‘=h '999 *'l979ife9), '9195^") I 

y7F9 17 

2000 7 lllWT 3 I^ 7 j 9 jlgn' 7 d^( 2)’^tf^!n^ 

9lft91 '^ ^ 9ifcin 9hi srqhl R +t^cnt gitl 'jPl '97 9^91 '4 9^1 '91/99' 1 sj1Ri*im '^ mR^cH '^ Rnj, I 

(91) 91^9191 Pf ^99 97^ % fell ls(lRl99 Tipf 91 '91 79 

91 


(79) 9171 9T9f/H7ll9(l/'7«lRl91 3979)'fl' ■^' 7971 '97 '199 97^ % fW? ttP '91/91 ljjlRl9H I 



72 _ _ THE GAZETTE OF IN D IA : EX TRA ORDINA RY Pari II—Sec 3(i)] 

' 4 . . 300,00 ^ '9^1 

?Tt.T’^T % ■RtFJTO Ti: ^*TT 


'jPt tj: ■^Rttr arf^h-w, 1934 77 ^ 1 %^' tt«tt ^ ar^^iPi sr^TTTff % 3 t«4H 

7^ VI 77^ ■^’ ^ ^/73 ^rjtfwr % ^ ^ ^ 1 1 

niOyi 31 flTfTWT 20"‘ TI^’pTftFrF^ ^^‘il 1 


1. ■^FT ■^IW 31 .<1k 1«I.■^' lilffim '^7777 ■T17 

■TIT 13 aT«F1T ■fif 3Tj,^'41 HSTITIIW Tlfer^f ^ '3111^ f I 

2 . nTsti-'n % ^ ark ■ 3 TT^ 


3. -fkPJFK 3kr4 -STgift^ 3TTkSR 3T. 
^^ 31 ^ 1 HISCl .. 


(ii<l<a.sfk 'n^ fqkiPt'nl % arj^ % : — 

3 T. . 


1 . 


2 . 


3. 


4. 

5. 


6 . 


7. 


kfey k. 



■FTrfkqf 771T7 




Tf^F^kpriT k. 


31^71 r^i 771 srfVwMipJio mIti 'H‘h' 3 3i7jqiKi '411 k -(lal 3?k ski li'i tit'^ n% ttt 

iksi'hI ■jH 3rj5rf^7T «fit ijinT k ■yHR.Fii 3T^5r^ 4H % %> Ri^ 3^(3 3'H4>i "ks-ksT 

% fH^ir^n 1 %rq; -sTnkt i 

31^5RT ^ % 'ITH, MTk^/^1#kt3ik3^fiT^7'13^%t4Frk3S1^’13^; f *-1^ ’IT^ % 

si■(,11 r=t)kl ■itKsiii "hHm '5R1 3(H'Hi 1 '^l3r-\^ ^ 'Jiin,*il : 

31^5^11 ^^77f7;^;77%$q7 3?t3^inT^l3T5^ f^qk'ib ?K[ W RiRan k 

fV)kl 3^li "93 (411 ^-si 314141 ^ I 

4l1, (Jill 335 ^^ k 3Tfk5fikRT Tfe'ill^l 3^k tipel'll 33^fiin3lt % 333511 pi'll I 

3FpRT 7777 k 113 3m fk=#rfk4 ^ mr wqtti— 

C^) '4vH-k- =tii Flfel fUMTI 4 nil tj^ii^ 3iPi ( 711 * 70(1 '3lt (ici-3ip4 (71141 % RilJ. -dM'^n '^; ii;ii44i'4?f '|*-h 

ksTfir k PTPT pffr fmstr k knr im ki; feu, wr ^^miTTi; 

( 3 ?) fe^UIT; 3Tfek-7 fej7 3l^7l'-(l 411 ppt felisfl % 31^^11 ikkr^ft ■^nfpfe ; 

(U) ■'■kiT % ffer H'Jl'ija 3ik diliil %®(H, ^vR-k-^vR ufe hIsI Ffel ■pfe iifeo 3lk 3-44i ■^fe kift Tl 
44-^44 "4m 47 feRR #ft I 

37;j5lk1 4T4 41^ 31 Al^ fe^tU yI-IM 13 k" 3Tj7n4 Rsk4i<''I ufklit k Rit 'JiiR'Il r^lA cfe HT'CI ijFq^T I 414 iFs 
4^1 U % Rill ^ ifl 3ti4i] dsi^ yi'(P'4 12 k' 3l^mT 4rfel ^F&TFTk kVi'i fekf^fe Shk feu, 44 

^ k 4Ft 4n R4iil1 't I k Tlfel 1^414 k »jfeFI 4^ 47^ RT^I FTpT RffepT 44 3fe 4T4 RTfe’I 

m4 fl4T 41t 44T-k-44T 1,8 kfe 47^ 41^ k-(jeiSFfeT^ 414^^ I Rlfen m4 3ik 444 ^447 % mf 3fe 4T4 % 
Rfe 4i4“k-4T4 4.5 '■ffe <aifi1 44T4 47771471 

3i jqlHl 414 k < 1 SI^ 1 p 1 4ii 'JllU'll 4fs 4i1i till 41 ^iMliAs, H 15 H 4144, 31T4T4 f^K^fl "fefeli, '^477 Fi 7 IM (1 4p 1 
% 7J7J7 i 7 cti ■(% 3771^77447 41474 441444 44 k 4 44 41 4771^ 3fe ^47 47 4747^^4 k fekl '441 4it 447 k 44 447 
147^^47 47 4747^^4 % mR 4?! 41444 4 44; 4147773 ; gfe ^ ^ 47 4747^^4 ‘I^'IFHRR fefe 47t ^4l4 

% lj^ 5 k feRfife 4ll!34 k 4mf 4 ft ■3777^ I 
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8. ’?Rf 5 "4 -aR^Ran TIWI ^ ^'hk Rb^ Pf RbtR ai *iiH P ^ — 

(^) 5'SiH Ra*<i '^im.'ii '3?It ■afPn 5i<i '’TI ai-H®IT ''J^PfiRi'Hi 'Jiih'ii; 

(33) ^ ^°b WTT %3ir 't<iilfy*l SKI ^<1%RI l'b'<l '>ll'<'M '*3^ '^lfil<l ■Hill ^ Pf HiQait '5*11 RiaiiM 

(S'^l '^iiy.'ii 3?IT <3'^ ’CZr P;*n '*111^*11; 

(■n) ^%ftT3T ^ 3nj5 ■*31^'31^ ^RI f^^3I3I: 33f^ '^^rn^nr f^I3T^'31 "^T’33RI^ ’^JTITJtP; 

(■S3) 3T?P'H3TJr ’333 ■Pfjsn ■333^ 3p3 "3^ ■jJrHf ■f^ ■33'3fm ^ TRtPro ■3ITT37TT; 

(^) ^ ■3333333^ ^=3f^^3H5^'^-^'^jtn3a^>3 ■33^3 ■33335 aftr^aftr -#3^3^^ ■'333 ■PjT^’313^ 

3^33333 <^'M I 


9 , 3T3g ■^ ^3333 ■tim i qitl 31^ ■^■»TF3-^^mR333ftp33P)i33!33 33e3^^=3^'^''333^ SlPTwd -5333 33^3^333'^, 33^53^ 

133^ ■fent 33^, ■si^ 333 ^ ■033^ ^ "srr %3ft '311 '5^ 'PlsiPf % 33#=! P?lPS31 ■^' ■^ ■S33pf ■^ ■W33^, W33^ ^^33 ^3^ 

■fHti Rina?! 33533 % ■^, 33ff ^;%331 

10 . 335333 ■333 ■^' 55^3^3: 33P^ 133 ^f^*3 ■ 53^533373 ■s33 33 -n 30 IM- 3 !)!% ^S3T<i3, '^33% ■4’ ■33«3^ ^'*335 335 ^’=3^ ^ 

^ 33353^1 

13, 33553 S 33 13PT ^ d»T^ ■'-I I RI'MI' "sn ■^■ 53 %^ ■srH 'Sp/^^ mRhIPH aik wgs33^/M3p^/^3##/^^f%3l3W^33: 

% ■ 5 ^: ■^* 3=3 ■Rt^ ■fwl y*3l'JH % 'fp35 Pfi^ " 33333733 1 J^fsh^l ^ ^ ■W 73 fesn asiipHn 3^3 - 3333 ^ 1 

12. ■sTsnfwfil, t3 l 5''1 I H , 'Hlfl "E33^ ■^ ^3^'/33#33t 3^33;■?^%3 ■aMW % ^5^; 'IIT’I % 3?t3H ■^ ■grw ■^fl^ ■^ ’3333T 
33^33fVf)3T s'lRw ■333353^ 335 ^ ■^^ff ■^33^33 3SI3337331 

■ 5135311 ^, cPf^/'^rft ■3I3p3’/3T733"K3/^^PT^^3SRan ■^ 5=3: '^S3H 'OT MRyfl 'PWE 'JI'I'hihi 3% ar^ ■p qfSid 3^33 

■ 5 FIS 2 7 T«T 3 41i3i;f$ l d Pli^TI "J3T337331 -J^T; vrtii % 33l77--sr3?131^ 3*33% ^ 3^^7331 HiRiy, 3 tP^, Tm^ '*33 P?11^3^ 

■5F33 ■P' 'HOT 3^ 3!3^ 'Hf ■TO*^ ■'3^ ■ 73 ^ 333 1 

13,3T5OTT HH 3^ ■^jrPiOT ^ Pr 5^ •. 

(^) ■qf^ ■SRt 3^ 3^33 ■H^tfOT ^ ■^Tf^ Pf3333 33nTi7n I 

(■333) - 3 ^^ ■qR 33 fW^,'3^35^/H3p ■S3333/H#Ttt afti: ■f3^%f3 ■p "053 %3Si^ W P3^333T; ■hPrt- f^T^r 

^ 3333733 1 

14 ■^ woi OT a3qhT3OT^sr3 aii^% ■Pfer ^iRhi 5 % ■grai 

IS. 5=3: ^OT'37%^'7pOT35 335^t33p%'!73p3f3?T3OT7I^3!q%^^T3f^-^‘ ^•533337^ ask3^yPiR-qn ^Vll 
153 ■ 5 = 3 ; ’k 3!n% iqit^ -rf ^eOT 33 ■=3ff t afk ''3^3 HII 355 T3?33 'P '11 

-)6 Tjqi3RT aPr 3iHp3;s3 ankk '?kF3 53 T;-1*4^ ^13 335^73 ■533p3^337t'^ RiPlI^'^i RlRad 335^33^3% ^ 

Pf3sn ■^5333533 afpHtPiTHOT^HJ^k a333iHH-l ■sn5 wfk? w 31573 1 

17 ■ 5 ^- '* 37 ^ 33 Rb* 3 lap % ■^k 37 OT ■p '^FR ^ ^ 5 ^kf aik ■3p ’TTnsR H3 'RiK 'il^H PT aiP'i^iiK'b' aHCl“4 hP 

'Jini,'! I 

18 ^T5OT3 H3^k^,Hk«ftn,^fOTH373H3kPf^lOTHT^ 73^ OT3 33553333 ^"^H35Pt^ 73^ fkl 

wff aik ^ 5 :^; WH" 737 %I 3 -OT 3 ^ 3 p 3 :ft 37 pHOT T!q% 5 IH^^HpS 73 SfKp 3 fkf%kOT 3 p^ 

f?373T TTqj kr p33 k ■"’'TOTTlkl Pw "sOT ’k i| I 

19 335OT3"OTH3^H^T57Wfkftk'k 3T5^3#4^k%Pg73 5;4k5kkfk^^ kkHh^Pl3S33H33TT331 
■JT 3 1753 : kuTn Tpqr TpqTqfkf -qq ■'JsgfOT ’5H aT55lfp3 SR Rrat«3^ '5373 Iw -3inj,'il I 



74 


THE GAZETTE OF INDIA : EXTEIAORDINARY^ [Part II— Sec 3(i)] 

f^RT ■3IT W f ’SP^'ijt ■aiPETt I 

21. ST^fPI TIPT ■ftrpt S'4ci'll, ■^IT ftwld f^>ra4' "PPPI ^sit^R RI isqfqq RT Tpqfn ■spt ^ 

■fe Rnli ■jiRf ■pPfRiPT ■*1T aifV'tiiRqi 175^ % 'irwppr aiftwl ^ ^ ^jmjTTt sik ^ 5 ^ 

krkw ^ TIR ^ ■'JITT^ (TIRRITT—“fkFT?R” RFT^) I 

TSITT 

(TRf lotftai?;) 

^.k. nRqrfi RJI R’jRt TTRhl aT^SFPI IJlftTOk ^ FRITfiR 


yWT 18 

( fipm 217> afk 130^ ) 

Ri. wp ^ 3lk aigHR : 


W, 71, Ri*<h Rim^ 3T*ftR 

7WP7TT RFRTTMRI ■! 

snfUTT^ sftr -34^8311^ 

'?7I H'il'31'1 Riy, 

1 . 'Rmi26 3fki30 

1 . RPR7TMPI krNkRim k 

kjtkRRlt^ % klRkTRI 


tjftPpkt ^ kfRft Tiren k‘ 

7r7«im % RkOT afk 


fferft RT ’iknsR srihTTit 1 

'isiw'i 


2. ^ rtiy, 

TTWCRf^ Traim aik 


/ 1 I(\R *6 7*R k 3lk 

'STJT^TR k' •^laH 1 RT 


RnftW^kR?7«fl 


2. 3ITWT 7 sfR 7 R) R5T 

—— 

RfknR % 

MFTTI 


Rmi^i Ri sikkRT’s^ pfkiR 

3fk k?lfkRR Rpff % 
y-^i 6 n afkar^T^k 

1 RT RJiargRRi 


(U) kPRI 126, 130 RT3n^ 7 3^k 7 ^ ^ RFT IS ^ snfpT RSSR '®lkm % k Pl’^ni % 3TT^ I 


1. 'TTR 

2 . ■^5F*T fllflw 

3. Rfil kniH^ t kfikt Rp TRTR t iff Rp RiR 3 ik: anki^RTtRi^'Tw 

4 . ftftw anfm -sifirqT wn t^) 

5. ■'Iii' fkfkkSTIT «6H1IJ}t>*I k : 


R'lO'l RH RPT 




3'd^(;iRpq Rii ^ 


•TiRm 



[MFTII—■ari¥3(i)] 


'ITOt <|'J1H5| : 3TOItJKU| 
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6 . ■gfW ■’ift ■?! I 

7. y'Hl'11'1 TTOW 3FrF>m 'eitffew t ('Pm Wlfi^ I 

8. W TiFPJJT % 3Ttff^ 7WR -qtf^ 'fe^IT W t C'®^'^*) I 

9. 3T^ ^y'ld I 

10. ^ t>}lt|U|| ; 

■EflftTr WT ^ % W lit ^ 11-Sf WTSra T!RTnnj^ 

(®F) 'iqW Wia'^ ■'Rt w ■^’ ■^ISST ^ Tjf^ I 

(73) TTOmra x^ii'JiH^’^’ 333*if^7T^'?RifTim■ 5753 ■f%^Tww'?m-'WT^^TKt 

fer TTTjT ^ I 

^TTT : 

3rth3 : 

■?-wPiRT Sit-Pji'Hst)! ■ 3 ;^ ■^t ■n^ f, urt): 

tV^l'Ji'i f aiVi Pi‘<*it % wft^ TisiPT “mPki 7 !^■^f N'lPifl %i 3 ;^ 7^ TnitTsnTst #13=1 % fttHn 3^ HmPif^><d 1 ■? 
Mt '^’7'iqs 31731 ■^'fe Tift 7TOR wqfiffi ^TTpCT rH7il''*rH Wt-^fll t Tit '^IW Pl7iil3> Tfit | 

WT : 

l1l(to ; 

WrWT : 

3Fr 3TR TlTTHm- 

^TMN ■ 3 .- 


t^TWTTT,- 

Tira^ftTi 3it "gio 




«17«n -13i 

'i'5K«t><“l ^•’(il % '^t^ "87737 ^0 


'Vi 

■®iT 

(■^ 3) a?t7 73 


50 4)ti< 

(i ^)/4 

(i ^)/4 

Ct 7^)/6 

50 Titzi: 3Tftl37 -HjTO 
3T^7nit^ 

a, ®r)/4 

(i 3)/3 

(i "SIIM 


1, ^7T 4111^(1 'ly, % ^P^Wn '^'I 3?t7 31 7^ Rm,) 15 TrtzT ®hH ^ ift 15 

Hl<i< 31 0,5 iJT ’Sf % ■^iT HICT1 Rh*ll 'JlH<‘ll I 
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(firaTT63 3^h-77'^f^) 

31^ ’4’ % %T^ ^ ■qBt* 'PrW I 

1, 3TP3rnj^ ■fein^— 

( 1 ) 31 ^-^r% nRqc'i^ 

^ WIti PtiMI I 

(2) TTfVTT-qi^'% WT ^’jft RT HR arTMBFfm TT^rjT^-qR ^ 60 Rf^ ^ arfRRT 
TfPTTI 

(3) ^■^3TfVWT"sft^’3RRTRq)t'gRT"qW^ R^'R3fTTTqT-^RTfJFr%^^RqR 

‘Ti 4''I f^RT RTT 77T % I 

2 . '^^fip^TR 1 * 1 ^''l—( 1 ) 5 «ti (rll?' ■RTT^qqf^RTRit ^^R-^^sqi^RRrir-gjT^ 

( Ri' J 'frf^IRT ST^aim ; 

WMR 1700 RbHlUwM.’Rf.^ 

WT RIRezf, 3100 

5 qfl' RRIR) ‘"I j] 

ci*^li % 31TRR RT '^jRRT RPRT^ 20 Uf^TTRI 

UT. RT^ Rji’ HIci^ : 

(R1) Rj^^RTSfTT^, Rqi^rt|f(t3?3) afRfeRTTffRf[^=!JRim-^2fR^^^ 

irfcT ■^fzWter anRipr wrt 3iTRr RR=ft t strrt 2.7 ftRrWtei ^ rjr qf^ ^ armR law 21 i%=R 3 ?fR 

aifWf; 

RR^ ^ofi % telO R5t Rtsi^ P+itfl Mt <1!(ll '^' yi'i'S (U) '^ TSflRT Rit Rfel^ R1R R|^t pl’H I 

(131) % <si1<n Rit Rfel^ RTf -aTTRITR f^RRT Rff 1^ yRl '^fteT ’4' ’^IRR Rit 'Jiiy'il, sfR Rl'itifl^’, 

RT 31-'I R^.'+tl^i “(Ir Hjft sfR UTR Clltl Rit RRRTT Rit TTR^I el'H 31^3 Rt^ Ihk'-'iI "rf fRfRf^iR arjRR el'H ; 





90 RRi 

90 ^ 

135 



srftwaik 135 RRT 

arftiRi 

1 2 

3 

4 

5 

I. 175 ■^sWteiw^fRrf^r’RT ai'ki 

^3HRrlRafl 3RRRR ^IRRT 

■RT^ Soft) % ■ftlR ■^iJRRR Hlei^ ; 


(i) 21 3lf^ A'^lnVi RRI 

2.0 fR.^. 

2.0 Rr^. 

2.0 Rift 

(ii) 21 3TfRR1 aik 27 

Rlii< Tlftr ■^iRhftZT RRi 

2.0 fil.ift. 

2.5 fir.ift. 

2.5 ftr.Rt. 

(111) 27 ■ftlRT TTRt ■^f^tRfer 
aifiJRT 

2,5 -pT.ift. 

2.5 fR.Rt. 

2,5 Rift, 


^ TFJm : arorVR^ 
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T 2 

3 

4 

5 

II 125 ff^lFtFT:’^ 3TfFFif%'g 

225 ^41h 14{ STFfFFT WtcT 

aftr fFFftFftrr stftff 
^TFFT Fff iftFT^— 




(i) 21 #37 FflT +f^1clT FFT 

2.0 RFt. 

2.0 fF.'Ff, 

2.5 ft ft. 

(ii) 21 FftFT ^ 3#TF1 3fk 27 
f^TFT Fffl 4rilMVT FFi 

2.5 fF.^. 

2.5 t^TFt. 

2.5 ftft. 

(ill) 27 fiHFT Fffr ffilnl-dT 
^ 33ftr5R 

2,5 ft.ift. 

2.5 fF.Ft. 

3.5 ft.ft. 

III 225 ^reWteT 3Tf^ TSitFT 
ftmr ftHR-iRaa 3 tfrr 




(i) 21 HteTFffr ^<dlHl4TFF1 

2.5 fir.Ft. 

2.5 ft.Ft. 

2.5 ft.ft. 

(11) 21 #FT: 3Tf»T*R 3fk 27 
ttrer: wT ttctfTft FFT 

2.5 f^T.ift. 

2.5 ft.Ft. 

2.5 ft.ft. 

(111) 27 Fffr ■^feWter 

^ arftw 

2.5 fF.-^. 

3.5 ft.ft. 

3 5 ft.ft. 

IV310 srf^ 

ftr>FT 3T^ rTHfcrtfiafl ■3TFTTTF 
^FTFT Fit '^in*i FtSI^— 




(i) 21 FftFT Trffl ■AVl'flc'i FFT 

5 ^Ft. 

5 ft.ft. 

5 ft.ft. 

(ii) 21 Ffta:3Tf^ sftT 27 
fciil, yflT '^fFt’fter FFT 

5 fir.Ft. 

5 ft.ft. 

5 ft.ft. 

(ill) 27 ftro TiIf ^fWtFT 

5 fF.Ft. 

5 ft.ft. 

5 ftft. 


fiogai; Tffr; ■^' ?fn7? '^WT Tft '?iT '^TTF’ft % y^l'Jn % fn^KT#T ■A'tsjh %^ 'TFT 

% %TtT 3Tf^chci*i ifFfT I 


3. ^3TT%33frT^%W'3i^, FT^ItFT, ■^1W3TVTf^e^’fTF^W7I3T'Wi'3TeTT^’5TFTT^'f^W^3fh: 

'ft ^ 'iT'TTTT w TTOT MIS^ejeRff % 85 TTRiWI FFT TftFt I 

4. tFT FF FFFfi^fe ■^' fVTWF : 

(1) wySF p PT ^gti SK I M^'^'Wg'gFt'^aT^^FfaFTFmT, Ff •faFFTfaTFFT 5 fatitR^FT:^ 3TfiT^ 
i, ft?T H l dlVHf ^ tt)» TT ^'4)' -^' f^HTTPro FmrTTT fWt 'ft FFFT^ Fit ^ WTTT 5 fMtffFFT ^ 
STfFFi 'IbI ct'fl I 

(2) yr^^Ti M l Jv i F FTTitFTrt;5ft?T(fe?^)TfrFTFTFFftf^('5hV'ir45),5rafi?m (^fFF?Pfe), FT (ftF^)#TTI’^ 

3FTTF Hltfl^fH Fff wqRrfl F Tff, Flff I 
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5. : 

(1) 0.316 

‘CRT I 'f)*i 3iq(V (l«t> «ai 'Jilt'll ’^RRjlRTR RPT 

■ftpH ■ampn I «p»*niA’d rjt Rflsin>r ■Pfrt ■am? ■hr ■^' '«m ri ’Prirh 'Wtr ■RftsiTH ^ t?Rr 
tie'll ■qiftnI 

( 2 ) % ■3R'f*rff'd •hwnWi? ■RJI ■RdSiR RI '3R ’^‘ "aRR Rf[ RR^ ■RTR-RTR ■<f5t I 

6. “M r^otf^n : 

(1) ^ ■liRt ■qPT % "RTR W TIRnr "RR^ % ■RIR ■RPPIT ft>— 

(i) rRiAM 3TR*RR) R^'RIV'CR R1?f 

(11) RTR 'ftRRTT 'PTRUPT RT R5t^ '5TRIR R R^ 

(lii) ’RT^'RiRt ■RRR, ^TRRI 'RRR 3?fT’^Rlfl 'RRR3?R"RTR% 'iftvfiMfll Riff I 

(2) ■RIR%-RIR <hp'!^ftRf^RR^%'f^'5ng;RRR>tRn%RT#R^3Rt, WTT^’^RTIpftRTPR 

3^R TRr’'R5rTR ^ ■R^RFPR iff I 

7. ^ : 

^RT'^ ■f^TR^'^f^'PRR'Rit 'JllH'fl '^it '•Pft'5^ 3?k'5TRI^^ cVD I <il’<il % fttl'sf'i "RT 

RTR?'1^WT RR IfFlT ■% Tfrsff 'R?f RR% ■RTR RRT^ R>I I 

8. HTTRFT f^TR^ 'PmR : 

(1) tRi% yri^Ri RiiR Tj ^' H%fifRnRRTtyffWT^R^'^R3TfiRIR^RT^'qftT?t%arRTR^3ftTRT^'^'W 

■RRiR % ^ % Rf RllRT % t3R> 3Tf^ HTR % RR ^ 7^ I 

(2) ■HRf%raRR7RT?R'%'?R1^'RR'^"RR>'^'fRRRR^R'RIRI 'JiiH'ii ■#’Pp lift'RYf RR^ 51^1 ^iVi: R’Hi'jfR 

^ff^’ ^ iff I 

(3) ’HR'^ (2) -^f ■pIRRR%"RTR T^Ri (’R^RtR^) "^WR#TT’f^3RR'Rit W^'"^R 

fiRIH«h RT^'RRT; ■!fl''R h; ^'Rllj; I 

(4) R i yR M H^H WRN I ^ J i r g RT^faWtR^RT^ WTTI 

■R^ 'RRp: 'ft*RT ■pTORR) Rl^ % ■RRTRRR PlRi'i 5^'Tl I 

9. yyiHM ■'Sfe ; 

(1) ?RT -R^^IRi R ^ l i^'4 RRi -RRTT sfrf T^IR ^RlfWT ^ I^RRT RmpTT f^lTW '^^'IRRR RR^Rilfl -PT+T ^ 

3 RTt tsWer RR #TT, f¥fR ^ 3RWflR RIl ^ 31R R?I RIT^ Rft, '^'R5R ^ 11 

■Rt^ff RRR TtpR I 

(2) 0.21 fRTPfPjTR RR? Wr 5 RW 

RTR RRi WRT "R^ I 

10. 3Tf^ RR ■RFRT RR% % ^RRIR ■^fe : 

^RR^ Ril RlfiF 3#^ fRTfR -sni tI i^IRRR W- ^ ^ M\hcii 

■RRi^ ^IRRT RR 8 + 4.3 ’yiT 'RRTfW ■'Pf ' 



[HFTlI—19TO3(i)] 


VR!f ■«BI il'JI'ra : 


^fit ^I'Tii w '>i«^ Hit f^Ri T^w *(<^^ cn^"^ I 

( 3 ) 'll?I ^'icri'il'M (''P’JJjft^H) (!i'iii<^li<, 151 ^ ^ 'Jiii^'l 93° '3iir^“h niH»)*i 

^ *t)i^ Cl'"! I 

11. TfWw'Tnf: 

( 1 ) (v^vi rfef^^fil) aftr WT 

I "WW'irwT ^ iftni flrfe *Ri^ ifW %’HW^rTT Tftrr ^ I 

( 2 ) ■^fWw'TO^tN5%^rr*TfT’n^7Pf)'’T5^Ffl"^iftr^ I 
(3 ) 'K.l^ HI 5 H % Rl\ "'IT fldO^ft st)H fV>ti 'Ifit 'JllH'fl I 

12 . ^'^IIIH *1 wraWI ; 

( 1 ) 3rT^ ■qr ^ 3T5>7tfi;?r Tiw ^ "gf^ ■Pps ^ I 

( 2 ) I^WT’^ 

13 . «FT oi-cdei ; 

(1) 3*h ‘<i'i '%"3^T%f^IRT’'R "=15 cf*+> ^1*il ^'3TT%, Hdi '>ii^ *^1(11 ftffiT ^ 

l^Hl 'illi<,'ll I 

( 2 ) '3151 5*45 Vi14^ Rhf*‘il ^% Rhi^ yllH S"fi % 51 di^ '*5<^ 'Ji'l'^ 'ly. <t)iffl'i 

% f^*Hi '31IH q?) i^+fl «i'tii'!| y“iidl %■2fF?Ff?T 3(n^ qn^ ^^'4* 

f^^l '31HJ,' 11 SiVT '<1'l '^IT <tni ■STTSfS (Jl'im '^H^'l niRt) ^ 'Sd ui 

fWi^ii ■^IT I 

14. ; 

% ■qftK^^5:.H % f^ wW if ^ ■•UT^ qTi?n yr<t<!h' ^-T TiT^ w »TO fsn ^ ^ i3rn?fr, ^ artr 

qqr a fri: tpq ^qm 7 ^’ayn te i ^ ar^’^~, ^ ' cAqi tn ^ '‘«>idqvi1«”’!fKTrqT hR^^h 

f^^it^ddvft^TnqTT 'HHi-qdm, <j(;irui “iTteftqfe", arfWf^ 

'i||^ ■qifcM, I 

(f^Rm 105 ^Rsn^) 

■or—3Tg#q% WT13 io (u) ^argwru'+^iiH'it' HR^d^q fqwiK 

ftjqfq q'ff'jifl ^qqfq'MiR 

qqfqiTnT 
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1 

2 

3 

“fit stir ■pTfirat qicni 

1 

^ M ^ RT'tt %IT3if ^ 90 ■^. -Rt. ^ 

sN % %n; M 90 4 ftt. 1.5 KteF 


2 


3 . ^T^f, (ill's 

1 

■Tjf, % '•fkR ■*fii ■^nror ^ 'rft 'atPr i 

(■Bfi) 


^ 'RI'I 2 % 'STMTt 1 

(■cr) 'HiBiih yRia 

2 

% HtOR ■RR "FTHW ijtSf ^ ^ 'FFT "^itR 1 
■RT ail'i 2 % 'h1(1< ■STRIT'^ 1 

(■n) Pnf?i‘i, 

2 


1 ^^2% »tt?R -^1 



4. ^s^TFET-fq^fiRT MSn Tfte( ajtr 

1 

'ill4 2 ^% 'fl(i< ’TO%qt^ Rrf, ji'j'B qr 

-Flf^ 


T§i5Ri 1 

(^) 3=RH 

2 

1.S ffteF% ^1 



0® flcn "RT '+'!(I (icq ^ '*H< 90 "ift. d“ti RtcR 0,(^1 
■gfsRT^ % ft^tt Mt ft i^ftriRr; 7S ^ 

^1 

(■?5) 'sn^ 

1 

qrtR 2 ^ % 'tt^R TfldRilit ^ ^ Tcf, 

■gni5''RT <ai?Ri 1 


2 

^ ft fi 

90 ift. HlTR ^ ^ 1 



TtSTO 'QPw^I % IVitil f'Vi'iK'^ ^fci'JicI: 

45 1 &.ift. ijrst1 

5, ■Hi'i : 

1 

'Rlq 2 % ^cic. Tct, gi^"® T[ cai^qi 1 

('sfi') ncnt^ ■qr aq<(^ 

2 

«fi^q!tH%’WPT'^'Ff’ftf(r7IT3fff’'fq<^d 90 fi, ■Rt. qq 
!^l 



0® (1M % a“H< %'WTH ^fcl-iici: ff 3 

■*fteT 45 ■*?!. (lot) RtMJCl 1 

(qsr) qi^tisdVn 5KI 

1 

^ % 75 ^ ftit ft R»fr tt^maff ft 90 ft. 

RktlRR ^1 


2 

fhe%l^fRt^90ft, Rt. attF 1,5Rtz7%^qiT 
RRtftOTaffffft^^i’q^fFrf^^ftR'Rt ■fenatf 
ff f*!RI(T 90 ■^. ^ RRR ^ 1 ^ 1 

(■’T) qi“M y^iHir^a «rfen 

2 

•RTT^ Wf ^ ■JRTtf^ WT % % 

FRR RHt fi PeH^fl 90 ft. % Rtm qq 

^PTI 

6. ■'fi^ ; 

1 

'RttR 1 RT % ^ 1 (i< ‘R^f, 31 "® qr cai^'ni 1 

(^) 

1 

■sRi^Rq:sttF ■ 5 Kft ■Ft'»ft■ftt^rraff ff piiwjd 

90 fi. -Rt. % VhR ^ ^ 1 



MTOI ^ TFsrrT ; 81 

2 3 



2 

W%=T3 ^ Mtnf/^ ^ -^f ft33pT 90 

afri 1.5 ■'ffer ^ ^ ^ ^f3f 1 



^M3n{ ^ MTri %, 'ft^R^ 'ft sft^ 

^■ift,33?ft3TftHT%e?ft3pJrT5pm%’ft?R ^r^-qi 
n<Ti ^ 45 h 1. n®t> *f>i 'ft 1 

(W) 3TO 

1 

'ftirft '1FTI 

W 3?tT ^ TIW % Mlft 

wftm Tmr 35^ ■^‘3T^^ft«in 

1 

'^'11 ^ 2 ^ vitn ^irlj I 


2 

?l5 % atqqti ^-ri ow fti8 % *tlC-(. 2.5 ♦ftcK 

'R ftl^ft T®IPT 1^ ^ '^'1^ *li|''i fti 'ft^R 

R'ftftwaft'ft" tjlTH 

7. *FSK^Rni sftr $V vpff % ■*TT«nT "ntHT 

1 

TO % ^ ■*1T WT 1 


2 

RRRI 'I’WBR'IARWRT 'RTJV %II % W RT ftR 
TO ^^3^3 45-^. ■Jft. ^rai 

8. ■T%, 

1 

■ftftteR-qiftftR%3R3 4S-ft. ift. TSfll sjhfl 


2 

ftfRft 'ft -ft ^ftftara-. 4.5 'fter % 'ftiR ftis % 

3!q3 45^.'ft. TOT^iT f^'ftl 

9. 3?;%^ ^TOR'THT'T 

3 

6 (Rt)%3Tg;RR 

10. qiH I'Rril, •gllHI’^ 


Rft; ft3>3ft q'ifyfl ^%3iRRnRTRfttn 'iFt% 'ftiR 
T3 Wt ft'^ % %IW t ift ■gftmr ^ 

W 11^ ftPR umiTn RHt ftftiRwft Ri mihiH, 
3ift ftp ^ T^, lftwHi'1'nft *n i 

■^—f^T«1T3 

3Rft«rf?r 

1 

^'n"tn.>^i 

2 

4fty«tiCT^ ft)+flR 

3 


1 

f^RTOITS^VFT TT^n in^ 2 ’qftwsF^Mq 

^tl 

TIT^TW%^5TO MTnf3 ■^% 

■WTO % '4?TT 45 ■^. ■ift. '?W I 

1 90’^'. "fft 

2 flTOj7r90^. 

1443 GI/2001—6A 


1, ; 
(^) 


(■«) ^ 


[HFTII—-0^3(1)] 
1 





2. PtWlRui '9*4 '^IT i^'fi'^j 
(-m) 7nf/^Ti;5 

1 

il® TW % 41^ 4il^ ’T?f, 51*® '*n «(i4h 

HFT iriH 1 ^ ^ 2 vf^«T«iM4 ^ % HhR 
% 1 

(■or) ■'T*>T ■*?T ■PWIK"! 'SISIffl 

1 

1.2 

tfte^ ^ ^rtr^RT: 45 4 1 

(n) 

2 

^f^f^anTK^ ^ 45 ^.Tift. ^ 6 ^ ^ 

^ i)® fid ^ 3im< ^ 45 n4) 

tWti 

(^) ■+jqi(i»! ^iRnr shot 

2 


(^ W1I-4 +flinH yftfl SRRn 

2 

%WR/3ninft^45^.’>ff. %7,5 ^ 

#^TO^^a;W!f«JTV^^t45 4 ■eft. flipfeit^TT 
#111 

3. ■«iT«mf Ti«T 

1 

^ISRT ^ ftiRT WT 

aw Mm awf % fif)# ^tfirsm: 3 -4# # 
#TTat 1 


2 

Mm ^ 1^, ^ 1w3if ■^' fiiiTiia 90 i^.Mt. 

% #TT Mir ^m/M^ Ml 'UMUfi imi % am^ Mm % 
ft!# ^ !jrt?rjm: 7.5 ^pf# % #R, 45 ^.ml'. 

4. -^JcqTft-qnT (3HR'[) 

1 

i#ft Mlf % M# M5I-mTOl #11 


2 

Mm % ftidt »ft ft)# ^ ^ ftw# ■^' ftiRpr 1.5 
#aT % »ftn: mm mi ^ to % amt Mm % 

ftl# ft)# ^ Gift'll(T: 7.S -cf# % »ftR, 90 
TOM)r#r#i 

5. )/#Srt -m 

1 

Mif »ftR MM mrm #11 


2 

^MWI ^^Vm''HftHMiy%#HMiytMT^TO% 
am 45 4# TOMM #fl 


1 

waftaMianamri 

VU>5R4i<“l 'ftFT’>?T 3Tnn?n 



7, f^wr^, »TOR3^k1%?nn^iw 


MftaMMm^^^fMMT^TOMMfmi MrMift2 #f 
%i ftmR ^ mImt % lit MMm Miflfi afin 1 %■ mm ^ 
’mft^mftmTMM^MT 1 


(Pmi94^ftaR;) 


^tRj ft)t^ 4ir ■y^PT ^'sUt ^'*ir ■3 ?i 4" ■?T’!J2*F ^ Tft ^ 

■’T^ttff'JT T^.'sft.'^.ufT. PiHRiRffti 'itfir ^m'n :— 

^PT9m^^3Tmftvwfro’TTi^4n^%TW^3r^BiTV^«f)^^m38,i fVTfW)^^ ^ afh 6.3 
W<w ^1<j^ f^?i'«0 '^* "ti|<il 'Jilt'll 'rttiff'T ■3>^*H■ft'lfiT ■^’ TTPft «<iHi ’4' 'Jiii.iO Pii'H+) 


1 143 GI/2001—6B 







2. DC 


3, X 


'Hd gio x^'it ^wi.'ftK gi<.l 100 'CT ♦I'tid R*)H ^>tT% 

arR^TiRti fliRa’^T^^'iT'f■qr 

■affTO1^''^'fv=T •3^»TFT'i»rf^ 
%T ■qr 3T^ 200 

^ Rm 

'SiRiRew 40 Ti'TH 

50 

HFT 

■^"f^ 

% nRni^ri ^I SKI RiPit( miRhy^ soo <>hh i 


300 aT=rf^'*TraT%'’^?tftm l^rwsnRpswO 

■iTff % anum 3?k »isi w^'Ji % 1^ i 

q!i-^iR^<i ^g^iui w Ri*j4i<t> 

■gnr oiiy'tiHX 'TT^t ■qpTf/TTTfHrt 3?R _ 

T^«f.' 3M^<f ^ 

MW % ■^' ■'^ 

hR' 15'1 %> Rn^, I 


^nf MT iJ'K^ MFl% Riy, 

20Wi^ I 

nr^oh "^4 MT MFT Riy, 
500 I 


4. XI 


25000 ■fite'^aiTMRWMraT’^* 31^ yiR<<bl<l 

fMPf ^ 3sr % 3TTMm 

sfR M5 K'tk“i ^ Rm I 


<t)(?f«'l'<rf ■JTT’3^ MTn%%T3; 
3R^ 1000 #ZT % 5 wi I 
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^nrnft 1 

[ 3?^rft?TTO'i locw)^!^] 

^ tjWHH iqfl qr^fr^ wjJt ^-gr ^ ^ <1 

^?TTOr'B|T!|TSOOO TWW5m9^^3Tftwt ; 

1, ^ ■^,— 

>’ ^1T% ¥^TmwiRT3fM7Tt, 


2. w -=H hPirtiBd ■^•nj t w ^bt 3< jmw^ 'H i i^m i i 

% Tn^ fts ■*TNt 'JlllJ.'ft I 


^Pnr 

ilH*t) 

'I'l 

MfilWiui 5t 

^*i 'W 

it «vr^_ V 

m?TWTH^ 
M^RWOT SflP 

*#n 

A^ftl*1H 

^*f ^ #1 *5 

■^ Rm, 

HTRinm MTi^ fr^ 


1 

2 

3 

4 

1. 

«|Ufil<«h<u| 

0.5 

15-»ft 

0.5 ^■qr 

#■*11 

15# 

6 # 

15# 

2 , ^'5Sf ^ jlRn*)*i % Inn, 

»rn5TTJ?)T^ 

o.stfin 

#■*11 

isirt 

0.5*1 ■in 

#*11 

15# 

6# 

15# 

3. q'l 'H %■ RniJ, 


6# 

■S 

15# 

4, ■'rf 

% ftri^ 'TOR'BT’I/'TO^ 

15^^ 

IS# 

15# 

■3 

5, '^;j1R44H 

IS^fft 

15# 

■3 

8# 

6 , 'I'l T3r ^ Ri^ 

15# 

15# 

8# 

IS# 

7 . ^ ^ ■'T % ■ftrij; 

*<i'i cmi^/'Sa^i^ ^ 

ISift 

15# 

S 

15# 

8. f^T^'^FT 

8^# 

8# 

S 

8# 

9. 3r>^raT 

15^# 

15# 

S 

15# 

10. ■% «bNiM^, 

WT, ^4vII<HI 

WIT tivu, 3nfi; 

IStft 

15# 

8# 

15# 

11. H'MMIHH % ■^' sik 

20 ■# 

15# 

4.5# 

15# 
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Whift- 

—(-auft) 





i3rfiSfri?TT^^3r 

M-n 


h'WI'H % 





% Rit^ 5^^ ^11 


ift3T3iIilfi^ 

^i-si 



W3i^/3fni^ 


H33, 371% 

rar, 



^n<T^ 



HTTSK,-gftniTaft 






1RI3T +^!JH 3TTft^ 


5 

6 

7 

8 

9 

10 

11 

15^ 

15fft 

151 ft 

8ift 

15ift 

151 ft 

201 ft 

is-fft 

15tft 

151 ft 

8 ift 

151 ft 

151 ft 

151 ft 

•3 

8 -^ 

3 

3 

3 

8 ift 

4 , 51 ft 


15Tft 

151 ft 

aift 

151 ft 

15ift 

15ift 

■3 


3 

3 

3 

Sift 

4 . 51 ft 


3 

3 

8 ift 

15ift 

151 ft 

151 ft 

■3 

3 

3 

3 

3 

8 ift 

31 ft 


Sift 

3 

3 

8 lft 

8 ift 

31 ft 

■3 

151 ft 

3 

8 ift 

3 

31 ft 

3 

S’^ 

151 ft 

8 ift 

8 ift 

31 ft 

3 

3 

4.5 

151 ft 

31 ft 

31 ft 

3 

3 

3 


wnift2 






PrHftiftra '4' gftftnaff ^ i:«ft ’orr^ ^ — 

(i) ■n%!n■^imrt, 

(hi) % 'isKeh<'J|%ftTT3;'Pf)#?afr ^wiro9’'fta:37fV«Fwft I 

(1) '^f' °Mi' ^ S^ti ^ ^TRT srf^T^ i|' ^^ PihI“i %' ■sh^'w 


(2) ^nri ■? w ^ 'JIIH'II I 

(3) ^R*(l ^ Pinxin^ % «nt» hi 41 'Jim'fl Riqi^ "33?qi5'i cii:^i^/«n<l^ %’^HTT 'jR.'-Il ^ 

■’n'T'^ WV,<II I 


ftftm 

3 ft 37 

3if3r 

3ft3 

3^37 

ftw 

<4» 

ift* 

■ «*■ 

• f -t 


1751135^3 337 

ci^ 

33173^13 »TOf tr? 


1 

2 

3 

4 

1 . ^ 37 

0,5 153T 

0.5 ■03T 

0,51531 

91 ft 


3r6ift 




2 . nft31 %’ftT^ 

0.5^ 

0.5 W 

0.5 1531 

91 ft 

irJ3RW>r>r ?37 



■3T6ift 


3 . 3if 3 

0.5^ 

0.51=3 

3 

91 ft 

iTitbr^TTW ¥37 

3T6lft 

3T6ift 



4. 3if 37 

91 ft 

91 ft 

S^ift 

3 

% ftn? 'TOSR3)r>r/iTOf ^ 
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1 

2 

3 


4 


5. 


9^^ 

O.STsqi 

0.5 

4.5 Tft 





O.STsqr 



6''ft 


'HuSKBRTJI/iJn^.l^ ^ 








7. Rnn 


15-ftt 

9'f^ 

9^11 

9^Rt 


5^ 








8. 

15-R^ 

4.5 ■ftt 

4.5 ■ftt 

9^Rt 


■*(PT feT^i^/'aWi >^^^ 










15-ftt 

4.5 ■ftt 

■3 


9^Rt 


10. '•qrai+IC ■9=1 


S’R^ 

aift 

■3 


3^Rt 


11. 3r"^reTT w flrgn 


IS^ft 

4.5 ■ftt 

■3 


9^Rt 


12. ^iwiTI % 

IS-Rt 

wiT^RffR 

O.STSRT 

3^R^ 




4.5 ■ftt 

^RfTR 3 ■'ft 



13, 


is-ftt 

^ '^RflR 

0.5 Tsn 

9^^ 





4.5 ■'ft 

•^RAR 3 ■ftt 






— (^) 






■Rft ■'^^ 



y^TWI- 

aiuqiMl- 

■R7«nRR 

RWIRR 

%T?rft 3TU 


RjIiIMRR 


^IHRH 


%1^ 

% Rnn 


% Rnii, 

RtR 

■qpcq 

t 





$R)-qrR 




R*R, RTOIT 

’TO^ mifps 

^/ 


i?Tqi(/ 












5 6 

7 

8 

9 

10 

11 

12 

13 

9"^ 9"^ 

15-ftt 

15lft 

15-ftt 

3^1^ 

IS^Rt 

15^Rt 

15^Rt 








■'^RITR 







«ii 

tjrt 

0.5 ■aqr 0,5 W 


4.5^ 

4.5 ftt 


4.5T5RT 

4,5 ■ftt 

4.5 ■Rt 

0.5^ ^ 

9"^^ 

4,5 ■Rt 

•3 

"S 

■3 

O.STSRT 

0,5T54T 







3'ft^ 

3^R^ 

4,5-^ 6^ 

9'ftt 


9^R^ 

3^R^ 

9'ftt 

9^Rt 

9^Rt 

'S l.s^ft 


4.5'ftt 

4.5 Tft 

1,5 "R^ 

4.5 ■ftt 

4.5 ■Rt 

4.5 ftt 

rs^t s 


4.5-ftt 

3 

■3 

•3 

3^R^ 

3’ft^ 

9"^ 9^ 

■? 


9^^ 

3Tft 

9^ftt 

9^R^ 

9'Rt 

4.5 ■'ft 4.5-ftt 


■a 

4.5^ 

1.5 Tft 

4.5 ■'ft 

4.5 ■4 

4.5 ■Rt 

4,5-ftt "5 

9'4 

4.5-ftt 

S 

■3 

3 

3^R^ 

3^Rt 

1.5’ftt IS 

S'ftt 

1.5 ■'ft 

S 

■3 

33^ 

3 

3 

4.5-Rt "a: 

9'4 

4.5 ■ftt 

Z 

3^ 

3 

3 

3 

4.5-ftt a^ft 


4.5 ■'ft 

3T(t 

■3 

3 

3 

3 

4.5-rV 3^ 

9"^^ 

4.5 ■ftt 

3^ 

■3 

3 

3 

3 
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WR gpT«Enn-pT*m 'gPT*rT'flRt3Rtft<ifti ■gRi«n'?«iH^f 

■gftiw %gw 

■gftVT^PraTR 


’^T, 



(fi<04n) 





BWli; 





1 2 3 4 5 6 


1 ^'nn •g ^m , •jt'gEn arawP!W«lif (i) ^ »tPtt^ i 

H+i+H>T''T '4'WOI1 “"lifl-iVllin W '^171‘H'fln 4<xl^ ’JPeW^I’ frt'Ttf, laif^ 

^MipTwnjprrfhn gw ^ f to (fti# vTfisifrwPf) 

4'^ ^ "SiMi 8 (1*T> 

jnw<Mi w^il 

9*1 <fi I ^ 16 *11 il fi*T> PRgiT 
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MINISTRY OF PETROLEUM & NATURAL GAS 
NOTIFICATION 

New Delhi, the 15th May, 2001 


G. S. R. 357(E).— Whereas the Central Government is of the opinion that circumstance have arisen which render 
it necessary to make certain rules: 

Now, therefore, in exerctse of the powers conferred by sub-section (2) of section 29 of the Petroleum Act, 1934 (30 
of 1934), the following draft of rules superseding the Petroleum Rules, 1976, is hereby published as required by the aforesaid 
section, for the information of all persons likely to be afiected thereby, and notice is hereby given that the said draft rules 
will be taken into consideration after the expiry of a period of 45 days from the date on which the Gazette copies containing 
this notification are made available to the public; 

Any objection or suggestion which may be received from any person in respect of the said rules before the expiry 
of the penod specified above, will be taken into consideration by the Central Government, the objections or suggestions 
may be addressed to the Secretary, Ministry of Petroleum and Natural Gas, Shastri Bhawan, New Delhi. Any objection or 
suggestion which may be received from any person with respect to the said draft rules after the expiry of the period so 
specified shall not be taken into consideration by the Government. 


DRAFT RULES 

THE PETROLEUM RULES, 2001 
CHAPTER I 
PREZJMINARY 
PART I 

1 . Short Title and commencement —(1) These rules may be called the Petroleum Rules, 2001. 

(2) They shall come into force on the date of final publication in the Olficial Gazette, 

2. Definitions — In these rules, unless the context otherwise requires — 

(i) “Act” means the Petroleum Act, 1934 (30 of 1934); 

(ii) “Adequate” 

(a) in relation to ventilation, means where the concentration of the inflammable gas in a gas-air mixture 
does not reach the lower inflammable limit, or 

(b) where applied to provision of fadhtics for fire-fighting means the facilities so provided are in accordance 
with the prevalent recognized standards or codes safety; 

(iii) “Approved" 

(a) where applied to specification, means that specification authorised by the Chief Controller, including 
the following Oil Industry Safety Directorate’s standards; OISD-105, OISD -116, OISD-118, OISD- 
141andOISD-156. 

(b) where applied to an appliance or fitting, means that the cgipliance or fitting bears a label of a designated 
test organization certifying conformity with a specification approved by the Chief Controller or with a 
laboratory test report accepted by Chief Controller, or 

(c) where applied to any facility for petroleum means that it conforms to these rules; 

(iv) “Chief Controller” means the Chief Controller of Explosives and includes Deputy Chief Controller of 
Explosives, Joint Controller of Explosives and Deputy Controller of Explosives, 

(v) "Competent person” means a person recognized by the Chief Controller to be a competent person, or a 
person who holds a certificate of competency for the job in respect of which competency is required from 
an institution recognized by the Chief Controller in this behalf; 

(vi) “Conservator” includes any person acting under the authority of the officer or body of persons appointed 
to be Conservator of a port under section 7 of the Indian Ports Act, 1908 (15 of 1908); 
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(vii) “Container” means a receptacle for petroleum not exceeding 1,000 litres in capacity; 

(viii) "Defence Forces of the Union” includes General Reserve Engineering Forces under Director-general, 
Border Roads, Central Reserve Police Force and Border Security Force under Ministry of Home Afbirs; 

(ix) “District Authority” means 

(a) in towns having a Commissioner of Police, the Commissioner or a Deputy Commissioner of Police; 

(b) in any other place, the District Magistrate; 

(x) “Distnct Magistrate”includes an Additional District Magistrate and in States of Punjab and Haryana and 
in the Karaikal, Mahe and Yenam areas of the Union Territory of Pondicherry, also includes a Sub-divisional 
Magistrate; 

(xi) “Electric apparatus” includes motor, starters, lamps, switches, junction boxes, fuses, cut-outs or any other 
appliance, equipment or fitting which operates on electricity; 

(xa) “Form” means form given in the First Schedule; 

(xiii) “Hot work ” means any work which involves welding, burning, soldering, brazing and blasting, chipping 

by spark-producing tools, use of certain power driven tools, non-flame proof electrical equipment or 
equipment with internal combustion engines and including any other work which is likely to produce 
si^cient heat, capable of igniting inflammable gases; 

(xiv) “Inspector'’ means an officer authorized by the Central Government under sub-section (1) of section 13 of 
the Act; 

(xv) “Installation” means any premises wherein any place has been specially prepared for the storage of 
petroleum in bulk, but does not include a well-head tank or a service station; 

(xvi) “OISD” means “Oil Industry Safety Directorate” a techmeal body assisting the Safety Council constituted 
under Ministry of Petroleum & Natural Gas; 

(xvii) “OISD Standard” means technical standards formulated by OISD and approved by Safety Council 
constituted under Ministry of Petroleum and Natural Gas to ensure safety in Oil and Gas Industry (as 
amended from time to time). 

(xviii) “Petroleum in bulk” means petroleum contained in a tank irrespective of the quantity of petroleum contained 
therein; 

(xix) “Protected Area” means the necessary for the maintenance of the distance required under the conditions 
for the licence to be kept clear between any installation, service station or storage shed and any protected 
works; 

(xjO “Protected works” include— 

(a) building in which persons dwell or assemble, docks, wharves, timber and coal yards, furnace, kiln or 
chimney and buildings or place used for storing petroleum or for any other purpose but does not include 
building or places forming part of an installation; 

(b) any public road or a railway line which is used exclusively as an oil siding, and 

(c) overhead high-tension power lines, 

(xxi) “Sampling officer” means an officer authorized by the Central Government under sub-section (1) of Section 

14 of the Act; 

(xxnj “Schedule” means a schedule annexed to these rules; 

(xxiiO “Service station” means any premises specially prepared for the fuelling of motor vehicles and includes 
such places within the premises which have been specially approved by the licensing authority for the 
servicing of motor vehicles and for other purposes; 

(xxiv) “Store shed” means a building used for the storage of petroleum otherwise than in bulk, whether forming 
part of an installation or not, but does not include a building used for the stores of petroleum exempt from 
licence under sections 7,8 or 9 of the Act; 

(xxv) “Tank” means a receptacle for petroleum exceeding 1,000 litres in capacity ; 

(xxvi) “Tank cart” means a hand-drawn or animal-drawn vehicle equipped with a tank; 
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(xxvii) “Tank semi-trailer” means a lank trailer constructed in such a manner that when it is drawn a tractor by 

means of fifth wheel coimection. some part of the load rests on the towing vehicle; 

(xxviii) “Thnk trailer” means a vehicle with a tank mounted thereon or built as integral part thereof and constructed 
in such a maimer that it has at least two axles and all its load rests on its own wheels; 

(xxbt) “Tank truck” means a single self-propelled vehicle with a tank mounted thereon; 

(xsx) “Tank vehicle” means any vehicle, including a tank wagon with a lank of a capacity exceeding 1,000 litres 

mounted thereon; 

(xjod) “Tank wagon “means a railway carriage with a tank mounted thereon; 

(xxxn) “Testing officer” means an officer authorised by the Central Government to test petroleum under section 
17 of the Act; 

(xxxiii) “ \hhicle” means all carriages, including animal-drawn carriages for the transportation of petroleum either 
in bulk or otherwise than in bulk, 

(xjcdv) “Well-head tank” means a tank into which crude petroleum flowing or being pumped from an oil well is first 
discharged. 

PARXn 

GENERALPROVISION 

3, Restriction on delivery and dispatch of petroleum.— 

1. No person, shall deliver or dispatch any petroleum to anyone in India other than the holder of a storage 
licence issued under these rules or his authonzed agent or a port authority or railway administration or a 
person who is authorized under the Act to store petroleum without a licence 

2. The petroleum delivered or dispatched under sub-rule (I) shall be of the class, and shall not exceed the 
quantity, which the person to whom it is delivered or dispatched is authorized to store with or without a 
licence under the Act. 

3 Notwithstanding anything contained in sub-rule (2) petroleum Class B not exceeding 15,000 litres in quantity 
packed in sealed airtight approved containers may be dispatched to a person not holding a storage licence 
provided that the person dispatching the petroleum has satisfied himself that prior arrangements have been 
made by the person to whom the petroleum is dispatched for the immediate ffisposal in the original scaled 
packages or such quantity as in excess of2,500 litres: 

Provided that a dry chemical powder fire extinguisher as a means of fighting fire in emergency shall be 
carried in the case of the containers with more than 2,500 litres. 

4. Nothing in sub-rules (1) and (2) shall apply to the delivery or dispatch of petroleum to the Defence Forces 
of the union [and to the delivery or dispatch of kerosene (Petroleum Class B) to the person holding licence 
in Form XVI for decantation into containers from tank vehicle: 

Provided that the person dispatching the kerosene has satisfied himself that prior arrangements have been 
made by the person to whom the kerosene is dispatched for immediate disposal into containers in lots of 
2,500 litres or less]. 

4, Approval of containers. — 

(1) Containers exceeding one litre in capacity for petroleum Class A and five litres in capacity for petroleum 
Class B or petroleum Class C, shall be of a type approved by the Chief Controller. 

(2) Where the approval of the Chief Controller is sought to a type of container not previously approved, an 
application accompanied twelve copies of a drawing thereof to scale showing the design, materials to be 
used, the method of construction and capacity of the container together with two sample containers and a 
fee of rupees fifty for scrutiny shall be submitted to the Chief Controller. 

(3) Nothing in sub-rules (1) and (2) shall apply to containers in the possession of the Defence Forces of the 
Union. 

5, Containers for petroleum Class A. — 

(1) Containers for petroleum class A shall be constructed of tinned, galvanized or externally rust proofed sheet 
iron or steel and be of a type approved by the Chief Controllers: 
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Provided that glass bottles of a capacity not exceeding 2.5 expand which is approved by Chief Controller of 
Explosives can be used as a container of laboratory chemicals classified as Petroleum Class “A" 

(2) The containers shall be so constructed and secured as not to be liable except under circumstances of gross 
negligence or extraordinary accident to become defective, leaky or insecure in transit and they shall be kept 
in proper repair. 

(3) The containers shall have well-made fdling 'apperture which shall be fitted with well-fitting and secure air 
tight screw caps or other caps. 


(4) Containers made of sheet iron or steel shall have the following thickness of metal. 


Capacity of Container exclusive of the free space 
prescribed in sub-rule(6) 

Minimum thickness in mm. 
of sheet iron or steel 

Not exceeding 10 litres 

0.443 (27 BG) 

Exceeding 10 but not exceeding 25 litres 

0.63 (24 BG) 

Exceeding 23 but not exceeding 50 Utres 

0.80 (22 BG) 

Exceeding 50 litres but not exceedmg 200 litres 

1.25(18BG) 

Exceeding 200 litres but not exceeding 300 litres 

1.59 (16 BG) 


(5) the capacity of any container, other than those approved by the Chief Controller for specified purposes, 


shall not exceed 300 litres. 

(6) An air space of not less than 5 per cent of its capacity shall be kept in each container. 

(7) The container shall bear a stamped, embossed or painted warning exhibiting in conspicuous characters the 
words "Petrof’ "Motor Spirit" or an equivalent warning of the highly inflammable nature of the petroleum. 

(8) Nothing in sub-rules (1), (3), (4), (5), (6) and (7), shall apply to containers in the possession of the Defence 
Forces of the Union. 

6. Containers for petroleum Class B and Class C.— 

(1) Containers for petroleum Class B or petroleum Class C shall be constructed of steel or iron and be of a type 
approved by the Chief Controller, 

(2) an air space of not less than 5 per cent of its capacity shall be kept in each container for petroleum Class B 
and not less than 3 per cent of its capacity in each container for petroleum Class C 

(3) Nothing in this rule shall apply to containers in the possession of Defence Forces of the Union. 

7. Empty ncceptades. — 

All empty tanks which had petroleum Class A or petroleum Class B and empty containers which had petroleum 
Class A shall, except when they are opened for the purpose of filling or cleaning and rendering them free from petroleum 
vapour, be kept securely closed until they have been thoroughly cleaned and freed from petroleum vapour. 

8. Repair to receptacles. — 

(1) No person shall cause to be repaired or repair by the use of hot work any tank container whtch had petroleum 
unless it has been thoroughly cleaned and from petroleum and pettoleum vapour or otherwise prepared for 
safely carrying out such hot repair and certified, in wnting, by a competent person to have been so repaired. 

(2) The certificate required under sub-rule (1) shall be preserved by the repairer [for a period of atleast three 
months] and produced to an inspector on demand. 

9. Prevention of escape of petroleum,— 

All due precautions shall be taken at all times to prevent escape of petroleum into drain, sever, harbour, river or 
watercourse or over any public road or railway line. 

10. Prohibition of employment of children and intoxicated person.— 

No child under the age of [eighteen years] and no person who is in a state of intoxication shall be employed on the 
loading, unloading or transport of petroleum or in any premises licensed under these rules. 

11. Prohibition of smoking, fires, lights, etc.— 

Unless expressly provided in these rules, no person shall smoke and no matches, fires, lights or articles or 
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substances capable of causing ignition of petroleum shall be allowed, at any time in proximity to a place where petroleum is 
refined, stored or handled or in a vehicle carriage or vessel in which petroleum is transported, 

12. Special precautions against accident 

(1) No person shall conunit or attempt to commit any act which may tend to cause a fire or explosion in or about 
any place where petroleum is refined, stored or handled or any vehicle, carnage or vessel in which petroleum 
is transported. 

(2) E\'ery person storing petroleum and every' person in charge of or engaged in the storage, handling or 
transport of petroleum shall at all times- 

(a) comply with the provisions of these rules and conditions of any licence relating thereto, 

(b) observe all precautions for prevention of accident by fire or explosion; and 

(c) prevent any person from committing any act referred to in sub-rule (1). 

13. Payment of fees. 

(1) All fees payable under these rules shall be paid by a crossed bank draft drawn in favour of the Chief 
Controller of Explosives, Nagpur. The bank draft shall be drawn on any nationalized bank, payable at 
Nagpur. Fees upto Rs 100/- in each case may be paid in cash at the office of the Chief Controller of Explosive 

(2) Fees payable to the Controller of Explosives shall be paid by a crossed bank draft drawn in favoyr of the 
Controller of Explosives to whom the payment is made. The bank draft shall be drawn on any nationalized 
bank payable at the station where the office of the Controller to whom payment is to be made is located Fees 
upto Rs 100/- in each case may also be paid in cash at the office of the Controller concerned. 

(3) Fees payable to district authority or any other authority under these rules shall be paid in such a manner as 
may be specified by that authority. 

(4) (i) If an application for the grant, renewal or amendment of the licence is rejected, the fees paid by the 

applicant shall be refunded to him by the licensing authority. If the fee has been paid m cash or by bank 
draft; or if the fee has been paid into a treasury, by that trcasuiy' on the production of signed order from 
the licensing authonty directing such refund; 

(u) The fees shall be refunded by the licensing authority preferably within six months of the realization. 

(5) Fees payable under these rules for purposes other than the grant, renewal, or amendment of licences shall 
not be refundable, 


CHAPTER n 

EHPORTAllONOFPETROLEUM 

PARTI 

General 

14. Licence for import of petroleum. — 

Petroleum, other than petroleum which maybe stored without a licence under Sections 7.8 and 9 of the Act, shall 
not be imported into India except under a licence granted under these rules : 

Provided that, such Petroleum products may also be imported by a person not having a licence if adequate 
advance arrangements are made by the such person to receive and store the imported Petroleum product in licensed 
premises — 

15. Petroleum exempted. 

(1) Nothing in this chapter applies to petroleum Class B or petroleum Class C comprising m a ship’s stores and 
manifested as such; 

(2) Nothing in rules 14, 19 and 26 shall apply to petroleum imported by the Defence Forces of the Union 
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PART n 

IMPORTATION BY SEA 

16. Ports into which petroleum may be imported 

(1) Petroleum shall not be imported into India by Sea except through ports which are duly approved for this 
purpose by the Ministry of Surface Transport, Govt of India, in consultation with the Chief Controller, of 
Explosives and declared as a Custom's Ports by the Commissioner of Customs 

(2) Notwithstanding anything contained in sub-rule (1), the Commissioner of Customs may, on the 
recommendation of the Chief Controller, allow import of petroleum class B or petroleum Class C, otherwise 
than in bulk, through any other port. 

(1) Adequate fire lighting facilities as per OISD Guidelines-156 shall be provided at the ports handling petroleum. 

17. Declaration by the master of the ship carrying petroleum or the ship’s agent 

(1) The master of every ship carrying petroleum shall deliver to the pilot before entering any port mentioned in 
suVrule (1) ofRule 16, a wntten declaration in Form 1 under his signature : 

Provided that no such declaration is necessary if the agent of ship deliver such a declaration signed by him 
to the Conservator before the arrival of such ship. 

(2) The pilot shall make over the said declaration to the conservator without delay and the Conservator shall 
fonvard the declaration to the Commissioner of Customs of the port with all convenient despatch. 

18. Anchorage of ships carrying petroleum. 

(1) Every ship having petroleum on board shall be anchored at such anchorage as the conservator shall specify 
in this behalf and shall not leave such anchorage without the general or special order of the Conservator and 
subject to such condition as may be specified in such order. 

(2) The anchorage shall in no case be the same as that for vessel laden with explosives and shall be at such 
distance from the anchorage for vessels laden with explosives as to render it impossible for a fire originating 
at the former anchorage to affect vessels at the later . 

Provided that nothing in this rule shall apply to ships having on board petroleum class C. 

19. Production of certificate and licence for import 

(1) Every person desiring to import petroleum shall furnish personally or through his agent to the Commissioner 
of Customs— 

(a) certificate of storage accommodation m Form 11 signed by such person or his agent, and 

(b) the licence or an authenticated copy of the licence for the rmport and storage of such petroleum 
Provided that nothing in this rule shall apply to the importation, otherwise that in bulk, or petroleum 
exempted under Sections 7,8,9 and 10 of the Act 

Provided further that the furnishing of a licence under Clause (b) shall not be necessary for the importation 
of petroleum Class C in bulk in quantity exempted under Section 7 of the Act 

(2) Notwithstanding anything contained in sub-rule (1) a person may import petroleum Class A in 
bulk, even if— 

(i) he IS not holding a licence for storage at the port of importation, or 

(ii) the storage accommodation in the premises licensed in his name is not sufficient to hold the quantity 
of petroleum mtentnded to be imported 

Provided in both cases adequate advance arrangements to the satisfaction of the conservator arc made by 
the importer to distribute the petroleum from the jxirt of import to premises licensed to store such petroleum. 

20. Permission of Commissioner of Customs to land petroleum., 

(1) No imported petroleum shall be landed except with the permission of the Commissioner of Customs 

(2) 1 r the Commissioner of Customs after receiving — 

(a) of the testing officer’s reports on the petroleum; 
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(b) the certificate of storage accommodation in Form II if required under Rule 19; 

(c) the licence or an authenticated copy of the licence if required under Rule 19; 

and after making such further inquiries as he deems necessary, is satisfied that the petroleum can be lawftilly 
imported and that there is suitable accommodation for it, he shall pcrimt it to be landed. 

0) If the Commissioner of Customs is satisfied that any petroleum imported otherwise than in bulk is not 
intended to be stored in India but is intended to be dispatched immediately after landing to any place 
outside India, he may waive the requirements of rules 14 and 19 and by written order permit subject to such 
conditions as he may specify such petroleum to be landed for the purpose of immediate dispatch to that 
place. 

The Commissioner of Customs shall ensure that the goods are immediately moved to the destination 
country. In the cv ent of road bridges etc. occurnng maximum time of 30 days may be allowed from the date 
of landing of the goods upto the date of dispatch to the destinations outside of India. 

(4) Nothing in this rule shall affect the power of the Commissioner of Customs to detain the petroleum under 
any other law or rule for the time being in force 

21. Landing of petroleum Class B or petroleum Class C in anticipation of the testing officer’s report— 

(1) Notwithstanding anything contained in Rule 20 where the consignee furnishes a guarantee to re-ship the 
petroleum if the testing officer’s report proves unfavourable, the Collector or Commissioner of Customs may 
in anticipation of the testing officer’s report permit any petroleum which he believes to be petroleum Class 
B or petroleum Class C to be discharged into boats or to be landed 

(2) The permission granted under sub-rule (1) shall be subject to the conditions that the boats into which the 
petroleum is discharged shall remain at such place as the Conservator may specify or that the petroleum 
shall be landed at a landing place duly specified for the purpose by him and stored in an installation licensed 
under these rules 

22. Unloading of petroleum in bulk;— 

Subject to the provisions of Part II of Chapter III, petroleum imported in bulk shall be discharged into storage 
tanks on shore cither directly or by means of barges or lighters specially constmeted for carrying petroleum 111 bulk and only 
at such places as the Conservator may by general or special order direct. 

24, Unloading of petroleum otherwise than In bulk.— 

(1) Subject to the provision of Part II of Chapter III, petroleum imported othenvise than in bulk shall be landed 
either at )cttics provided for the purpose, or in barges or lighters at any such places as the Conserv ator shall 
direct 

(2) No petroleum contained in containers shall be landed unless such containers are free from leakage and are 
of such strength of construction as not to be liable to be broken or to, leak except in cases of gross 
negligence or extraordinary accident; 

Provided that petroleum contained in containers, which do not satisfy the requirements of this sub-rule, 
may, subject to provisions of Part II of Chapter III and to such conditions as the Conservator may impose, 
be landed at separate landing place approved for the purpose 

24. Transhipment of petroleum.— 

Petroleum may be transhipped from one ship to another for conveyance to any other port, whether within or 
beyond the territory' of India subject to the provisions of Part it of Chapter III 
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PAKTin 

IMPORIATION BY LAND 

25. Petroleum to be imported by land only at authorized places.— 

No petroleum shall be imported into India by land except at places specially authorized for the purpose by the 
Central Government. 

26. Declaration and certificate to be furnished and licence to be produced before importing petndeum by land.— 

Every person desiring to import petroleum by land shall furnish to the Commissioner of Customs; 

(a) a declaration in Form 1 signed by him or his agent; 

(b) a certificate of storage accommodation in From II signed by him or his agent; and 

(c) the licence or an authenticated copy of the licence held for the importation and storage of such petroleum: 

Provided that nothing this rule shall apply to the importation of petroleum exempted under Section 7,8 and 
9 of the Act: 

Provided further that the furnishing of licence under Cl (c) shall not be necessary for the importation of 
petroleum Class C, in bulk, in cpiantity exempted under Section 7 of the Act. 

27. Permission of the Commissioner of Customs to unload petroleum:— 

(1) No petroleum shall be unloaded except with the permission of the Commissioner of Customs. 

(2) If the Commissioner of customs, after receiving;— 

(a) the testing officer’s report on the petroleum; 

(b) the certificate in Form II, ifrcquiredbyRulc26;and 

(c) the licence, if required by rule 26; 

and after making such further inquiries as he deems necessary, is satisfied that the petroleum can be lawfully 
imported and that there is suitable accommodation for it, he shall permit it to be unloaded. 

(3) If the Commissioner of Customs is satisfied that any petroleum imported is not intended to be stored in India 
but is intended to be dispatched immediately after unloading to any place outside India, he may waive the 
requirements of rules 14 and 26 and by written order permit, subject to such conditions as he may specify, 
such petroleum to be unloaded for the purpose of immediate dispatch to that place 

(4) Nothing in this rule shall affect the power of the Commissioner of Customs to detain petroleum under any 
other law or rule for the time being in force. 



[HFTII—7!r^3(0] 




101 


CHAPTER m 

TRANSPORT OF PETROLEUM 
PARTI 
General 

28. Restriction on leaky receptacles.— 

No leaky tank or container containing petroleum shall be tendered for transportation. 

29. Loading of containers.— 

Barrels, drums and other container filled with petroleum shall be loaded with and hung upwards 

30. Restriction on passengers, combustible and inflammable cargo.— 

Save as provided in rules 38, 39 and 52 and clause, (b) of rule 60, no ship, vessel or vehicle shall carry petroleum 
in bulk or petroleum Class A otherwise than in bulk if it is carrying passengers or any combustible cargo other than 
petroleum 

Provided that nothing in this rule shall prohibit the use of dunnage for packing purpose in the case of coast wise 
transport of petroleum Class A otherwise than in bulk. 

31. Prohibition of smoking, fires, lights.— 

No person while engaged in loading or unloading or transporting shall smoke or carry matches, lighters or other 
appliances capable of producing ignition or explosion. 

32. Restriction on loading and unloading by night.— 

(1) Petroleum shall not be loaded into, or unloaded from, any ship, vessel or vehicle between the hours of 
sunset and sunrise, unless— 

(a) adequate electric lighting is provided at the place of loading or unloading and the pro\ isions of 
Chapter IV are complied with; and 

(b) adequate fire-fighting facilities with personnel are kept ready at the place of loading for immediate use 
in the event of a fire. 

(2) Nothing in this rule shall apply to be refuelling of an aircraft by vessels or vehicles licensed under these 
rules in accordance tvith the provisions of the Indian Aircraft Rules, 1937, or to the refuelling of an aircraft 
by the Defence Forces of the Union. 

Explanation - For the purpose of this rule the Chief Controller shall determine the adequacy or otherwise of the electric 
lighting and fire-fighting facilities, 

PART n 

TRANSPORT BY WA. isR 

33. Condition of carriage of petroleum in bulk by water. — 

(1) Petroleum in bulk shall not be carried by water, except in a ship or other vessel licensed for the carnage of 
petroleum in bulk by an officer appointed by the Central Government in this behalf (hereafter m this part 
referred to as the, licensing authority) and the petroleum shall be stored in such part of the ship or otlrcr 
vessel and in such maimer as may be approved by general or special order by the licensing authority after 
consultation with the Chief Controller. 

Provided that— 

« 

(a) “nothing in this rule shall apply to vessels registered in a country other than India importing petroleum” 

(b) petroleum in tank vehicles may, with the permission, m writmg, of the Chief Control Icr and subject to 
such conditions as he may specify, be transported across a nver by a ferry 

(2) The license referred to in sub-rule (1) shall be granted in Form II, and shall remain in force for a penod of one 
year from the date of its issue 

34. Requirement as to the construction of i csscls.— 

Every ship or other vessel carrying petroleum in bulk, other than a ferry permitted to transport tank vehicle under 
clause (b) of the provision to sub-rule (1) of rule 33, shall be made of iron or steel well and substantially constructed ivith 
scantlings of ample dimensions in proportion to the size of the vessel: 



Provided that the licensing authority may, in special circumstances, allow use of such ships or other vessels 
constructed of materials other than iron or steel under such conditions as it may, in consultation with the Chief Controller, 
specify. 

35. Tank fittings on ships or vessels. — 

The following provisions shall apply for the transport of petroleum, other than petroleum. Class C i n ships or other 
vessels, namely: 

(a) All tanks shall be fitted with independent approved filling and sections pipes and valves, or with stand 
pipes with blank flanges, all pipes being carried down nearly to the bottom of the tanks, and no petroleum i n 
bulk shall be taken on board or disr;hargcd except through such pipes and valves, unless otherwise permitted 
by the Chief Controller in writing , 

(b) All tanks shall be fitted with manholes having screvv-down cover with pctrolcum-lighl joints and, in tlie case 
of tanks intended for use with petroleum Class A, with ventilators or relief valves of approved pattern 
properly protected with wire gauge of a mesh not less than 11 meshes to the linear centimeter; and 

(c) Ventilators similarly protected shall ‘be fitted to all spaces, around tanks. 

36. Self propelled barges. — 

The following conditions shall be observed In Self propelled barges transporting petroleum other tlian petroleum 
Class C, namely: 

(a) The whole of the machinery shall be at the stern of the barge and shall be entirely separated from the cargo 
by a cofferdam consisting of two transverse petroleum-proof bulkheads separated by a space of atleast 15 
centimeters; 

(b) Each exhaust outlet from the machinery shall be fitted with an approved type of spark arrester, 

(c) No petrol-driven engine shall be used cither as mam engine or for the purpose of driving any auxiliary 
machinery or pumps, 

(d) A quick-action closing valve which can be operated from outside the machinery space, shall be fitted to 
each fuel feed pipe at its junctions with the fuel service tank; 

(c) The barge shall be provided with a heavy wood belling; and 

(f) Suitable ventilators shall be fitted to the cargo space 

37. Petroleum in bulk on barges and flats. — 

Petroleum in bulk shall not be transported in a barge or flal unless the barge or flat is self-propelled or is in tow of. 
or otherwise, attended by, a steamer or tug and carrier- 

(a) at least four fire extinguishers suitable - for extinguishing oil fires and a covered sand box, on deck, conlaimng 
at least 0 20 cubic metres of dry sand; 

(b) a suitable hammer of non-sparking metal, and 

(c) a red flag 

38. Restriction on cargo or passengers.— 

(1) No ship or other vessel shall carry petroleum in bulk if il is carry ing passenger, or any inflammable cargo 
other than petroleum or coal. 

(2) This mle shall not apply to petroleum Class C used as fuel and carried in cellular double bottoms under 
engine and boiler compartment and under ordinary holds, such fuel oil tanks and installations connections 
therewith shall comply with the provisions of the Indian Merchant Shipping (Construction and Survey of 
Passenger Steamers) Rules, 1956. 

39. Petroleum carried as cargo in unberthed passenger ships.— 

Petroleum Class A shall not be transported as cargo by an unberthed passenger ships as defined m the Merchant 
Shipping Act, 1958 (44 of 1958). 

Provided that the certifying officer refened to m SccUon 243 of the Merchant Shipping Act. 1958 (44 of 1958), may 
in cases where he is satisfied that no other means of transporting the petroleum arc available, permit petroleum Class A m 
quantity not exceeding 1,250 hires to be transported otherwise than m bulk by an unberthed passenger ship subject to 
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(a) The condition that no more persons shall be carried in the ship than can with safety be accommodated in the 
ship’s life-boats in case of an accident; and 

(b) Such other conditions as the certilying officer may, after consultation with the Chief Controller, impose: 

Provided further that clause (a) of the first proviso shall not apply in the case of unberthed passenger ships 
engaged on voyages in the course of which they do not go beyond 32 kilometers from land. 

40. Prohibition of transport of petroleum Class A by country craft.— 

No country craft shall carry petroleum Class A if it is carrying passengers. 

41. Restrictions on steamers or tugs employed in towing or attending a petroleum vessel.— 

(1) No steamer or tug employed in towing or otherwise attending a barge, flat or lighter carrying petroleum, 
other than petroleum Class C in bulk, shall at the same time tow or otherwise attend any other vessel carrying 
on inflammable cargo other than petroleum or coal. 

(2) No such steamer or tug shall carry any inflammable cargo other than petroleum or coal. 

(3) All such steamers or tugs shall be fitted with efficient spark arrestors. 

42. Ventilations and cleaning of holds and tanks.— 

(1) Before any petroleum is discharged from a ship of vessel, the holds of such vessels shall be thoroughly 
ventilated: 

Provided that nothing m this sub-rule shall apply to any vessel carrying petroleum Class A not exceeding 30 
litres or petroleum class B not exceeding 2,500 litres or petroleum Class C. 

(2) After all petroleum has been discharged from any such vessel, the holds, tanks and bilges of the vessel shall 
be rendered free from inflammable vapour. 

(3) Sub-rule (2) shall not apply to the tanks of a ship importing petroleum which leaves the port without delay 
after unloading of cargo or remains only for the purpose of taking on board bankers, stores or baflast or for 
such other purpose as may be approved by the Conservator, if the tanks of every such ship arc securely 
fastened down immediately after the discharge of the cargo. 

(4) Sub-rule (2) shall not apply to barges or lighters continuously engaged in the transport of petroleum 
in bulk, if— 

(a) an interval of not more than 72 hours is likely to elapse between an operation of unloading and the next 
loading operation; and 

(b) the tanks are securely fastened down immediately after unloading 

(5) Sub-rule (2) shall not apply to specially construed steel tank motor vessel approved by the Chief Controller 
which arcengaged in the transport of petroleum in bulk on such rivers and on such ports thereof as may be 
approved by him in areas outside port limits, or by the Conservator within port limits, if the tanks of such 
vessels are securely fastened down immediately after unloading and the vessels depart not later than 12 
hours after completion of unloading for their next place of loading 

(6) All ships or other vessels which by sub-rule (3) or sub-nilc (4) or sub-rule (5) are exempted from the 
application of sub-mle (2) shall until their holds and tanks have been rendered free from inflammable vapour, 
comply with all the rules applicable to ships or other vessels when carrying petroleum in bulk 

43. Master of vessels specially responsible.— 

The master or other officer in-charge of any vessel which had earned petroleum on board whether as a cargo or as fuel, 
or any vessel licensed under mlc 33 shall be responsible to see that— 

(a) all due precautions are taken for the prevention of accident due to ignition of petroleum or petroleum 
vapour; 

(b) so long as there is petroleum or petroleum vapour in a lank all openings from the lank to the atmosphere 
except the gas escape line are kept closed and locked or otherwise securely fastened, and when it is 
necessary to take dips or samples, the sludge plugs or sighting ports arc closed immediately after such dips 
or samples are taken . 

Provided that subject to the provisions of clause (c) the master or officer in-charge may cause the necessary 
openings to be opened or unlocked for the purpose of taking on board or unloading petroleum Class B or 
petroleum Class C for cleaning the tanks or for other sufficient reason; 
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(c) no person enters a tank or an enclosed space which had, or is suspected to have contained petroleum 
without wearing a breathing apparatus of a type approved by the Cliief Controller unless an oCTicer appointed 
by the Central Government in this behalf has examined the tank or space with the aid of an approved 
petroleum vapour-testing instrument and has been approved petroleum A apour-testing instmment and has 
been certified by him in writing that the said tank or space is free from petroleum vapour, 

(d) the vessel docs not undergo repair by hot work to any of its tanks, part or fitting which are likely to contain 
petroleum vapour or petroleum unless each such tank, part of fitting, as the case may be, has been examined 
by an officer appointed under clause (c) with the aid of an approved petroleum vapour-test instrument and 
has been certified by him in writing that the tank, part or fitting is free from petroleum vapour or petroleum; 

(c) the vessel used for the carriage of petroleum m bulk or a cargo is not taken among other ships or to a dry 

dock unles— 

(i) the vessel is proceeding to an oil berth, or 

(u) a certificate from an officer appointed under clause (e); to the effect that he has examined all the tanks, 

cofferdams, pump rooms and such other parts as are deemed necessary with the aid of an approved 
petroleum vapour-testing instruments, and that such tanks, cofferdams, pump rooms and other parts 
are free from petroleum vapour; and declaration from the Master that to the best of his knowledge 
there is no petroleum vapour, present m other parts of the vessel not covered by the above certifibate 
are produced; 

(0 the officer granting certificate under clause (c) or clause (d) of clause (e) may specify such conditions and 
make such recommendations as arc necessary to maintain gas-free conditions of tanks, space or parts 
certified; 

(g) the certificate referred to in clause (c). (d) and (e) shall be granted only on receipt of fee fixed by the Central 
Government from time to time; 

(h) the vessel or any steamer or tug towing or otherwise attending on such vessel exhibits conspicuouslb.— 

(i) from sunrise to sunset a red flag not less than 90 centimeters square with a white circular centre 15 
centimetres in diameter if petroleum class A is carried and a red flag not less than 90 centimetres 
square if petroleum Class B is carried, and 

(ii) from sunset to sunrise such warning lights as may be required by the Conservator, 

Note: The port authority concerned shall be the authority for the issue of final permission for the purpose of clause (c), (d), 
and (e) even though Gas Free Certificates have been obtained from the officer concerned under clause (c) of this 
rule. 

44. Loading and unloading of bulk petroleum.— 

(1) The loading and unloading of petroleum m bulk shall be armoured hose and metal pipes. 

(2) All hoses, pipcs^nd other appliances used in the holding or unloading of petroleum shall be electrically 
continuous and free from leakage. 

45. Precautions on suspension of loading or unloading. — 

When the loading or unloading of petroleum has been commenced, such loading or unloading shal[ proceed with 
due diligence and. if it is discontinued, the tanks, and holds of the ships or other vessels concerned and all loading or 
unloading valves shall be closed immediately. 

46. Prohibition of naked lights, fire and smoking on board a vessel.— 

No fire naked light, fuses, matches or other appliances for producing ignition or explosion and smoking shall be 
allowed on board any barge, flat or lighter carrying petroleum in bulk or on board any vessel used for the transport of 
petroleum Class A otherwise than in bulk or for the transshipment of petroleum to or from any vessel within the limits of any 
port ■ 

Provided that nothing m this rule shall prevent the use on a self propelled barge of the machinery or propulsion. 

47. Prohibition of smoking, fire and lights during loading or unloading. — 

At all times during loading or unloading of ship or other vessels and until such time as all petroleum shall have 
been loaded into or unloaded from the holds or tanks and the holds or tanks shall have been securely closed down and, in 
ihc case of unloading rendered free from inflammable vapour, there shall be no fire or artificial light or smoking on board 
such ship or other vessel or within 30 metres of the place where the petroleum is being loaded or unloaded; 
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Provided that nothing in this rule shall apply.— 

(i) to the use of lamps, cookers or other similar apparatus, electric or otherwise so designed, constructed and 
maintained as to be incapable of igniting inflammable vapour or in the case of petroleum Class C the use of 
gaily fires; 

(n) to the unloading or loading of a ship under conditions approved by the conservator by means of steam from 
her own boilers or power generated by electric motors or internal eombustion engines placed in a position 
away from cargo holds and pump rooms or by means of electric motors, so designed, constructed and 
maintained as to be incapable of igniting inflammable vapour and maintained in accordance with the 
requirements specified by Lloyds or other ship surveyors approved by the Central Government 

48. Fire-evtinguishing appliances to be ready for use.— 

Vessels unloading or loading petroleum shall have adequate firc-cxtingnishing appliances so disposed that they 
can be put into immediate use and if the petroleum Class A shall have their ownings furled 

49. Restriction on the simultaneous conveyance of different classes of petroleum.-— 

(1) Petroleum Class A shall not be conveyed to the shore from, or loaded into the same vessel simultaneously 
with petroleum Class B or petroleum Class C 

(2) The Chief Controller may, by written order exempt specially any particular operation from the provisions of 
sub-rule (1) if separate and distinct pipelines and pumps arc provided for loading or unloading of petroleum 
Class A simultaneously with petroleum Class B or petroleum Class C. 

50. Transport by sea of petroleum which has not been tested.— 

Petroleum which has been imported into any port specified in sub-rule (1) and (2) of mle 16 and which has not been 
tested at such port in accordance with the rules contained in Chapter X, shall not be transported to any port other than a 
port at which importation is permitted under sub-rule (1) or rule 16 and in accordance with the provisions of all the rules in 
Chapter II. 

PARTin 

Coastwise TVansport of Petroleum Class B otherwise than in Bulk 

51. Application.— 

(1) The rules in this Part apply only to the transport coastwise of Petroleum Class A otherwise than in bulk. 

(2) Unless otherwise expressly provided in this Part, nothing contained in Part II of this Chapter shall apply to 
any petroleum transported in accordance with this Part. 

52. Conditions of transport by unberthed passenger ships.— 

Petroleum Class A may be transported otherwise than in bulk by an unberthed passenger ship as defined in the 
Merchant Shipping Act, 1958 (44 of 1958), in accordance with the provisions of rules 29,30,39 and 45 to 60 (both inclusive). 

5J. Maximum quantity allowed to be carried. — 

Petroleum Class A may be transported otherwise than in bulk by a country craft or steam or motor vessel other 
than unberthed passenger ships as defined in the Merchant Shipping Act, 1958 (44 of 1958), subject to the provisions of 
roles 29, 30. 39 and 54 to 60 (both inclusive), if the quantity of petroleum does not exceed— 

(a) in the case of country craft, the licensed carrying capacity of the vessel after taking into account the weight 
of bands or tins in which the petroleum is carried; or 

(b) in the case of steam or motor vessels, 15 tonnes 
54. Carriage below decks. —■ 

(1) Petroleum Class A shal 1 not be carried below deck in decked vessels unless there arc efficient ventilators in 
the hold. 

(2) Half of the ventilators referred to in sub-rule (1) shall be carried down nearly to the holds and the other half 
of such ventilators terminated only a short distance below the deck; the short ventilators shall be labelled 
“Outlet or to Leeward” and the long ventilators shall be labelled “Inlet or to Windward", such ventilators 
shall have large cowl heads, the openings being covered with double copper or non-corrodmg metal gauze 
not less than 11 meshes per linear centimetres 
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55. Provisions of bulkhead. — 

In all vessel other than country craft, a solid gas-tight bulkhead without openings, and in country craft a solid 
bulkhead without openings, shall be between the hold and the ahcrdcck where the crew are accommodated and in vessels 
fitted with a poop the bulkhead shall be placed immediately in front of the poop. In decked vessels the bulkhead shall reach 
up to the deck, m all other vessels it shall reach to within 15 centimetres of the gunwale 

56. Prohibition of fire, lights and smoking. — 

(1) No fire, naked light or any desenption and no smoking shall be allowed on any part of the vessel transporting 
petroleum Class A except abaft the solid bulkhead 

(2) The navigational lights on any such vessel shall be carried abaft the bulkhead. 

57. Provisions of fire extinguishers. — 

Free extinguishers suitable for lighting oil fires shall be placed at convenient points on any \'essel transporting 
petroleum Class A. Not less than two such fire-extinguishers shall be placed on the afterdeck. 

58. Construction of steam or motor-vessels. — 

Steam or motor-vessels not specially constructed for the carriage of petroleum shall not carry petroleum unless 
they arc constructed of iron or of any other material approved by the Chief Controller. 

59. Transport in steam or motor-vessels. — 

Steam or motor vessels not specially constructed for the carriage of petroleum shall not cany petroleum unless 
lhc>' arc constnictcd of iron or steel or of any other material approved by the Chief Controller. 

(a) any petroleum shall either be carried in separate compartments which shall be gas-tight and shall be effectively 
scaled, or in a hold in which there are efficient ventilators in accordance with siib-nilc(2) of Rule 54 or on 
deck in accordance with Rule 60; 

(b) Petroleum Class A shall be packed in containers complying with the provisions of Rules 4 and 5, 

(c) special precautions shall be taken against smoking and the use of lights of fire of any kind while cargo is 
being loaded or unloaded or while the hatches arc off, or any deck openings arc uncovered; before any 
lights arc used in compartment which contains petroleum, precautions shall also be taken to ensure that the 
space is clear of vapour and all empty containers which have contained Petroleum Class A arc kept securely 
closed. 

60. Transport of deck, — 

Petroleum may be carried m deck in steamer or motor-vessels not specially built for the carriage of petroleum, 
subject to the following conditions, namely: 

(a) in cargo ships Petroleum Class A shall not occupy more than 50 per cent of the open deck area and shall be 
so stowed as not to interfere with the navigation of the ship or make it unseaworthy; 

(b) in passenger ships a limited quantity of petroleum Class A may be carried provided that proper precaubons 
are taken regarding stowage and keeping the packages away form passengers, promenade or deck space, 

(c) the petroleum shall be protected from the direct rays of the sun by the use of canvas awnings or otherwise; 
and 

(d) conspicuous notices shall be posted up drawing attenuon to the danger arising from smoking or striking 
matches near the deck cargo, 

61. Conditions of transport by country craft. — 

No Petroleum Class A shall be transported in a country craft unless the following conditions are satisfied, namely: 

(a) The petroleum shall be carried— 

(i) in 200 litres capacity steel barrels, the screw bungs of such barrels being wel I fitting and scaled; or 

(ii) in 200 liters capacity sealed steel drums, not more than three tiers of which may be carried on any 
single vessel; or 

(iii) in 10 litres capacity sealed tins, not more that six tiers of which may be carried on any single vessel, or 

(b) all barrels or tins shall be carefully examined and no leaky barrel or tin shall be taken on board the craft, 

(c) no barrels, drams or tins shall be placed within 1-2 metres of afterdeck where the crew are accommodated in 
the case of an undecked vessel or on deck in the cast of a decked vessel, and 

(d) no passengers shall be carried on board the craft. 
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Transport on Land by Vehicle 

62. Application.— 

The provisions of this Part shall apply to the transport of petroleum on land by vehicles except transport of- 

(a) Petroleum Class A in quantity not exceeding 100 litres and petroleum of any other class, otherwise than in 
bulk, subject to the provisions of Rule 67; 

(b) Petroleum of any class transported by the Defence Forces of die Union 

63. Tank vehicles.— 

(1) Every tank vehicle used for the transport of petroleum, in bulk on land sha 11 be built, tested and maintained 
in accordance with the requirements laid down in the Third Schedule and be of a type approved in writing by 
the Chief Controller. 

Provided that the Chief Controller may under exceptional circumstance to be recorded in writing, waive any 
of the requirements of the said Schedule. This will, inter aha, include approvals for trials of better quality 
vehicles that will contribute to enhancement of safety of petroleum transportation by road under Indian 
conditions 

(2) The tank shall be fabricated and mounted on the vehicle chassis by a manufacturer approved by the Chief 
Controller of Explosives. Such a inanufacturcr shall apply to the Chief Controller of Explosives for approval 
with particulars of facilities and competent persons available with him with a scrutiny fee of Rs 500 The tank 
fabrication and mounting drawings in quadruplicate for each type of tank vehicle, along with scrutiny fee of 
Rs 100 shall be submitted to the Chief Controller of Explosives for approval 

Such approval shall be valid for 3 years from the date of issue of approval and renewable for further period 
of 3 years. 

(3) If the Chief Controller, after receipt of the drawing under sub-rule (2) and after making such further inquines 
as he deems necessary, is satisfied that the lank vehicle or the special safety fittings, as the case may be, 
meet with the requirements laid down in the Third Schedule, he shall approve the drawing and return to the 
applicant one copy thereof duly endorsed 

(4) Nothing in this mle shall apply to tank wagons for the carriage of petroleum by rail 

64. Tank capacity. — 

(1) 1 n this part, “the tank forming part of a tank vehicle” shall be deemed to include any number of tanks on the 
same chassis and any limitation herein specified the aipacity of a tank shall be construed so as to permit of 
the tank containing the quanuty specified under varying degrees of temperature 

(2) The net carrying capacity of a tank shall be 97 per cent of its gross carrying capacity in the case of Petroleum 
Class A and Petroleum Class B and 98 per cent, in the case of Petroleum Class C 

(3) The net carrying capacity of a tank truck or a tank semi-trailer shall not exceed 25 kilolitres of petroleum 
provided except that in case of air-craft refueller in which case it should npt exceed 50 kilolitres and the net 
carrying capacity of any lank trailer should not exceed 5 kilolitres of petroleum 

(4) The maximum safe carrying capacity (in weight) of petroleum that can be carried in a tank vehicle shall not 
exceed the difference between the unladen weight of the vehicle and the maximum gross w'eight permitted 
for the class of vehicle under the appropriate transport regulations. 

65. Restriction on other use — 

Tank vehicle meant for the carriage of petroleum in bulk shall not be used for any other purpose except when so 

authorized bv the Chief Controller in writing. 

66. Trailers.— 

(1) A tank trailer not exclusively used for transporting petroleum shall not be attached to any vehicle for 
transporting petroleum 

(2) A tank trailer transporting petroleum shall not be attached to any vehicle other than a vehicle used exclusively 
for transporting petroleum and not more than one trailer shall be so attached 

A lank trailer shall not be attached to a tank semi-trailer or a trailer. 


(3) 
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(4) A tank trailer or tank semi-trailer shall have reliable brakes and all wheels which shall be capable of efficient 
operation from driver’s seat of the vehicle towing the trailer 

(5) The width of the tank trailer or a tank semi-trailer shall be less than the overall width of the towing vehicle. 

(0) A tank tnuler shall be so connected to the towing vehicle as to cause the trailer to following substantially the 
path of ths towing vehicle and to prevent the tank trailer from whipping or swerving side to side dangerously. 

(7) If a tank trailer carrying Petroleum Class A is attached to a vehicle carrying Petroleum Class B or Petroleum 
Class C, the towing vehicle shall comply with all the provisions of these rules relating to a vehicle for the 
transportation of petroleum Class A. 

(8) A trailer other than a tank trailer shall not be attached to any tank truck. 

(9) Where a tank trailer is attached to a tank tnick the total quantity of petroleum transported in the tank trailer 
and the tank track shall not exceed 15 kilolitres. 

(10) No tank trailer shall be attached to a tank track having a net carrying capacity exceeding 12 kilolitres of 
petroleum. 

(11) No tank trailer attached to a tank truck shall be operated wthin a thickly populated area without the written 
permission of the district authority. 

67. Vehicle for transport otherwise than in bulk. — 

(1) Every vehicle on which petroleum otherwise than in bulk is transported shall be strongly constructed and 
with sides and back of adequate height, and shall be maintained in good condition. 

(2) In the case of animal-drawn vehicles, push carts and pedal carts, the requirements of sub-rule (1) regarding 
the sides and back of the vehicle shall not apply if the load is securely fastened to the vehicle 

(3) All containers shall be so packed as not to project beyond Ihc sides or back of the vehicle 

(4) Petroleum Class A otherwise than in bulk shall not be transported in a trail, attached to any vehicle. 

68. Composite vehicles. — 

Petroleum in cans or in other containers shall not be transported by road on any lank vehicle used for transport of 
pciroleum unless the vehicle is so constructed as to comply with the rules applicable to the transport of petroleum 
otherwise than in bulk as well as with the rules applicable to the transport petroleum m bulk 

69. Carriage of other articles prohibited. - 

No vehicle shall carr> any other article while it is carrying petroleum except when specifically authorized in writing 
by the Chief Controller 

7(1. Engine.s of mechanically proiielled vehicles.— 

(1) In every' mechanically propelled vehicle used for the transport by road of petroleum other than Petroleum 
Class B othenvise than in Bulk or Petroleum Class C. 

(i) the engine shall be diesel engine or an internal combustion engine; 

(li) the exhaust shall be wholly in front of the lank or the load, as the case may be and shall have ample 
clearance from fuel-system and combustible materials and shall not be exposed to leakage or spillage 
of the fuel or product or accumulations of grease or oil; 

(m) the exhaust pipe shall be fitted with an approved spark arrester; 

(iv) the muffler or silencer shall not be cut off from the exhaust system, 

(v) the engine air intake shall be fitted with an effective flame-arrestor, or an air cleaner having effective 
flame-arrestor, characteristic, substantially installed and capable of preventing emission of flame from 
the side of the engine in the event of backfiring, 

(vi) the cab of the velucle shall be of all-metal construction and its rear window, if approved, shall be fiilly 
covered with wired glass, alternatively, the cab and the engine shall be separated from the tank or the 
load, as the case may be, by a fire-resisimg shield which shall fully cover the tank or load 

(2) The fuel tanks of every such vehicle, if installed behind the cab of vehicle, shall be — 

(a) so designed, constructed and installed as to present no unusual hazard, and shall be so arranged as 
to permit drainage without removal from their mountings, and 
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(b) protected against blows by stout steel guards and provided with a lock in the filling caps. 

(3) In every engine running on Petroleum Class A, a quick action cutoff valve shall be fitted to the fuel feed pipe 
in an easily accessible position which shall be clearly marked 

(4) Notwithstanding anything contained in this rule, provisions of sub-rules (1) to (3) except Clauses (i) and (iii) 
of sub-rule (1), shall not apply for transportation of Petroleum Class A otherwise than in bulk exclusively 
used by helicopters and aeroplanes for aerial crops-spraying purposes only. 

71. Electrical installation.— 

If electric light or instrument or any other electncally-op'crated equipment is employed on any vehicle including a 
trailer used in the transportation by road of petroleum other than petroleum Class C— 

(i) the pressure of the electric circuit shall not exceed 24 vol. (ii) electrical wiring shall— 

(a) be heavily insulated and be adequate for maximum loads to be earned, 

(b) be provided with suitable over-current protection in the form of fuses or automatic circuit breakers 
and installed so as to be protected from physical damage and contract with possible product spill 
either by location or by being encased in 

(c) have all Junction boxes sealed; 

(m) the generator, battery, switches, fuses and circuit breaker shall be earned in the cab of the vehicle or in the 
engine compartment and the battery shall be in an easily accessible position with a heav>'-dutv switch close 
by to cut-off the battery, 

(iv) generators and motors and switches thereof which are not installed within the engine compartment shall be 
of the approved flame-proof type: 

Provided that where such generators or motors or switches thereof arc installed in an enclosed space, 
adequate provision shall be made for air circulation to prevent overheating and possible accumulation of 
inflammable vapours: 

Provided further that the provisions of this rule except clause (i) and sub-clause (a) of clause {ii) shall not 
apply for transportation of petroleum Class A otherwise than m bulk exclusively used by helicopters and 
aeroplanes for aerial crop spraying purposes only. 

72. Means of extinguishing fire to be carried. — 

"A portable fire extinguisher (10 Kg. expand or equivalent) suitable for extinguishing petroleum fire shall be carried 
in an easily accessible and detachable position and away from the discharge faucets on every vehicle transporting petroleum 
by road. Additionally, one expand type fire extinguisher of 1 Kg. capacity shall be carried in the driver’s cabin of tlie vehicle. 

73. Vehicles to be constantly attended.— 

(1) Every vehicle which is engaged in the transport of petroleum by road shall be constantly attended to by at 
least one person who shall be familiar with the rules in this Part 

Provided that such a vehicle, if its tanks or compartments are empty but not free from petroleum vapour, may 
be left unattended in places previously approved for the purpose in writing by the Chief Controller. 

(2) Every vehicle in which more than 5 kilolitres of petroleum, other than petroleum Class C, is being transported 
by road, or which, while transporting petroleum, other than petroleum Class C, by road is being trailed by 
another vehicle, shall, so long as it is in motion, be attended to, by the driver and at least one more person 
both of whom shall be familiar with the rules in this Part. 

74. Prohibition as to parking. — 

No vehicle carrying petroleum by road shall be parked on a public road or in any congested area or at a place within 
9 metres of any source of fire 

75. Licence necessary for the transport in bulk of petroleum Classes A and B.— 

(1) No person shall transport petroleum Class A or petroleum Class B in bulk, by road except under and in 
accordance with the condition of a licence granted under these rules 

(2) Nothing in this rule shall apply to the transport by railway administration of petroleum whieh is in its 
possession in its capacity as a carrier or to the transport of petroleum in the refueller, lieensed under these 
rules between plaecs within the same aerodrome. 
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76. Restriction against loading and unloading of tank vehicles. — 

(1) No person shall load or unloada tank vehicle with any class of petroleum except at a place which is situated 
within premises licensed under these rules and is approved in writing, for loading or unloading of such class 
of petroleum, by the Chief Controller. 

Provided that petroleum Class C may be loaded or unloaded at place where such petroleum is allowed to be 
stored without licence under Sections 7 and 10 of the Act. 

Provided further that — 

(a) a tank wagon may be loaded or unloaded at railway sidings earmarked for the purpose, and 

(b) a tank vehicle may be unloaded at any other place with all due precautions against fire and under 
adequate supervision if such unloading is necessitated by an accident or breakdown 

(2) Every tank vehicle, while it is being loaded or unloaded and until its valves have been shut and filling pipe 
and discharge faucets closed, shall be attended to by a person who is familiar with the rules in this part. 

(3) No person shall under any circumstances allow filling or replenishment of the fuel tank of any motor vehicle 
or internal combustion engine directly from a lank vehicle; 

Provided that nothing in this sub-rule shall restrict filling or replenishment of the fiiel tank of an aircraft in 
accordance with the rule framed under Aircraft Act, 1934 (22 of 1934) 

77. Prohibition of loading of leak or defective tank vehicles or unlicensed tank vehicles. — 

No person shall load— 

(i) any class of petroleum in tank vehicle if any tank, compartment, valve, pipes or any safety fitting thereof 
becomes leaky or defective and until such leaks arc repaired and defects rectified and, in the case of any leak 
in tank or a compartment until all the tanks or compartment are re-tested in the manner laid down in para 5 of 
the Third Schedule and pass the test; 

( 11 ) petroleum Class A or petroleum Class B in any tank vehicle other than a tank wagon which is not licensed 
under these rules. 

78. Precautions against static charges. — 

(1) All petroleum pipelines entering any tank vehicle loading or unloading area shall be clcctncalK continuous 
and be efficiently earthed. 

(2) An earth boss with a flexible cable having robust clamping device shall be pro\'idcd adjacent to the loading 
point. 

(3) Sound and electrically continuous hoses or metal pipes shall only be used for loading or unloading of a tank 
\ ehicle. Where stand pipes or metallic loading arms arc provided, swivel joints shall be electricalh' continuoas 

(4) The tank, filling pijx and the chassis ofthe tank vehicle shall, during loading ofa lank vehicle, be efficiently 
bonded and connected with the earth boss referred to in sub-nilc (2) by means of a nc.\iblc rnctal wire or tape. 

(5) The bonding and earthing connections shall not be broken until loading of the tank vehicle has been 
completed and the filling and dip pipes thereof have been securely closed 

(6) Dip rod, if used, shall be lowered into the tank or compartment before loading of petroleum starts, such a rod 
shall not he completely raised above the liquid level during or within one minute of the completion of such 
loading 

(7) No tank vehicle shall be loaded at a rate exceeding one metre per second at the dcli^'cr^ end of the filling pipe 
until the filling pipe is completely submerged in petroleum and thereafter the loading rale may be gradualH 
increased but it shall at no time exceed six metres per second at the delivery end of the filling pipe 

Provided that the Chief Controller may specify at faster loading rale in respect of cnide petroleum and 
petroleum products which have a relative higher conductivity rate. 

(8) No tank or compartment of any tank vehicle which has last carried petroleum class A shall be filled with 
petroleum of any other class if the interior thereof has any floating non-conducting loose object or water. No 
tank vehicle shall be subjected to splash loading. 
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79. Precautions against electrical hazards and hazard of a running engine.— 

No meclianically propelled vehicle for the petroleum shall be loaded or unloaded until its engine has been stopped 
and battery isolated from the electrical circuit. The engine shall not be restarted and the battery shall be connected to the 
electrical circuit until tanks and valves have been securely closed. 

Provided that this rale shall not apply in the case of unloading of a tank vehicle into the fuel tank of an aircraft in 
accordance with the rules framed under the Aircraft Act, 1934 (22 of 1934) or in any other case as may be authorized, in 
writing, by the Chief Controller subject to such conditions as he may specify in that behalf 

80. Precautions against movements of vehicles during loading or unloading. — 

Petroleum shall not be loaded into or unloaded from a vehicle until its wheels have been secured b> efficient 
brakes or by scotching and in the case of animal-drawn vehicle until the animals have been unhitched and removed 

81. Precaution against product contamination. — 

(1) No person shall load or unload any tank vehicle unless he has selected the correct fil ling hose and otherwise 
satisfied himself that such loading or unloading will not result in any dangerous contamination of one class 
of petroleum with another class of petroleum 

(2) A tank or compartment which carried petroleum Class A shall not be filled with any other class of petroleum 
until such tank or compartment has been completely drained of residual oil and its discharge faucet and 
emergency control valve have been closed firmly. 

82. Filling discharged faucet and dip pipes to be kept close. — 

Except during the operation of loading or emptying a tank vehicle, the filling pipe, discharge faucet and dip pipe 
shall be kept securely closed. Where the filling pipes are not provided with a liquid seal, the covers shall be locked or scaled 
except during the operation of loading a tank vehicle and the keys shall not be carried on the vehicle or the trailer 

83. Restrictions on loading and unloading of petroleum at night — 

Except where approved electric lights as specified in Chapter IV are exclusively used, the loading nr unloading of 
tank vehicles, carrying petroleum shall be performed between the hours of sunrise and sunset. 

84. Prohibition of fires and smoking.— 

(1) No fire or other artificial light capable of igniting inflammable vapour shall be allowed on any vehicle contain 
in petroleum Class A otherwise than in bulk or petroleum of any class in bulk 

(2) No person shall smoke while on or attending such a vehicle 

(3) No article or substance capable of causing fire or explosion shall be carried on such a vehicle. 

85. Repair of tank.— 

(1) No tank which has carried petroleum shall be repaired by welding, brazing, soldering or hot-nvcting unless 
It has been examined by a competent responsible person and certified in writing by such person to be free 
from inflammable vapours or oil. 

(2) The certificate issued by the competent and responsible person under sub-rule (1) shall be prescrv cd by the 
repairer for a period of at least tlrree months and shall be produced for examination on demand by an 
inspector. 

(3) All repairs to tanks which have contained petroleum shall be carried out by qualified and expenenced 
persons. 

(4) All the compartments of the tank shall be tested after each repair in the manner laid down in para 5 of 1 he 
Third Schedule. 

86. Special provisions for motor conveyances.— 

(1) No motor conveyance carrying passengers on hire shall carry petroleum other than— 

(i) petroleum in the tank incorporated in the conveyance, and 

(ii) petroleum not exceeding 100 litres in quantity intended to be used to generate motive power for the 
conveyance of that vehicle and kept in the marmer provided in sub-section (2) of SecUon 8 of the Act. 

(2) During the filling or replenishment of the fuel lank of a motor conveyance licensed for the carnage of more 
than six passengers on hire, the driver or other person in charge of such conveyance shall not allow any 
passenger to remain therein. 

(3) All petroleum containers carried in a motor conveyance carrying passengers on hire shall be free from leaks 
and be securely closed and shall be placed in a specially prepared receptacle which is not accessible to 
passengers in such conveyance and is not on the roof. 
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PARTY 


Transport by Pipelines 

87. Application.— 

The rules in this part apply only to the transport of petroleum by means of pipelines other than those in any area 
in which operation for the winmng of natural petroleum, or natural gas or both are carried on or within the limits of refineries 
and installations. 


88. Right of way to be acquired, — 

No pipeline, and installation connected with a pipeline, shall be constructed without acquiring the necessary land, 
easements and right for the construction thereof and for the unhindered access thereto for inspection, maintenance, 
repairs, replacements and patrolling 

89. Approval of the design and route of the pipeline.— 

(1) No pipeline shall be laid without the prior “written approval of the Chief Controller of the route of the 
pipeline, and of the design, construction and working thereof 

(2) Where the approval of the Chief Controller is sought for to the laying of a pipeline, the person desirous of 
laying the pipeline shall submit to the Chief Controller— 

(i) a comprehensive project report, accompanied by all necessary drawings, calculation giving references 
to rccogniyc code or codes followed, giving full details of the design, constniction and testing of the 
pipeline and Us components; the route along wliich the pipeline will be laid and the manner of la>ing, 
the class or classes of petroleum proposed to be transported in the pipeline and provisions proposed 
to be made for the maintenance and patrolling of the pipeline, 

(ii) a scrutiny fee of rupees five hundred. 

90. Design of pipeline and attachments— 

(1) ' The pipeline shall be constructed of suitable steel which is safe for the conditions under which it is to be 

used 

(2) The pipelines and its components shall be designed and constructed in accordance with a code recognised 
by the Chief Controller or expend Standard 141 regarding design and construction requirement for cross 
country' hydrocarbon pipelines and shall be capable of withstanding a pressure which shall not be less than 
the maximum working pressure thereof plus an allowance for surge pressure, as anucipated 

0) Provision shall be made for thermal expansion or contraction of the pipeline and for the prci’ention of 
excessive stresses on the pipeline or its anchorages, guides and connections 

(4) The pipeline shall be protected by a casing of steel pipe or by increasing the thickness of its wall or in any 
other manner approved by the Chief Controller aiid any other authority having Jurisdiction to prevent 
damage to the pipeline from usual external conditions which may be encountered in railway crossings, road 
crossings, river or water course crossings, bridges, long self supported spans, unstable ground, \ ibrations, 
weight of special attachments or thermal forces. 

(5) By-pass relief valves, pressure hmiting stations or automatic shut doivn equipment of approved design shal 1 
be provided in the pipe line to prevent rising at any time of the pressure in the pipeline to a pressure which 
exceeds the designed internal pressure by more than ten per cent 

(6) Gate valves be instal led at each of the following locations 

(a) On the section end and the discharge end of the pump station in a manner that permits isolation of the 
pump station equipment in the event of an emergency 

(b) On each line entering or leaving the installation in a manner that permits isolation of the installation 
from other facilities. 

(c) On each main line at locations along the pipeline system that will minimise damage from accidental 
product discharge, as appropriate for the terrain in open country or for tlie location near cities or other 
populated areas. 

(d) On each lateral take off from a trunk line in manner that permits shutting off the lateral without 
interrupting the flow in the tmnk line 

(c) On each side of a water crossing that is more than 30 m \idc from high-water mark to high-vwiter mark 

(f) On each side of a reservoir holding water for human consumption 
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91. Laying of pipc-iinc.— 

(1) Pipeline sliall be laid in the most favourable route, avoiding as far as possible, known obstructions and areas 
in which unusual external conditions prevail. 

(2) Pipeline shall be laid below the ground level except where laying thereof above the ground level is desirable 
for typographical economic or other special reasons. 

(3) Where an underground, pipeline has to cross any existing underground water or gas line, cable, drain or 
other services, the pipeline shall be laid at least thirty centimetres below such services in a manner tliat will 
not obstruct access to such services for inspection repair or maintenance. 

(4) The number ofbends in the pipeline shall be kept to the minimum by proper grading of trenches or supports 
at crossing and other obstacles. 

(5) The route of underground sections of a pipeline shall be indicated markers and not less than two such 
markers shall be visible from any point along the route. 

92. Protection against corrosion. — 

The pipeline shall be protected against corrosion by suitable coating strapping and where necessary by cathodic 
protection. 

93. Hydrostatic testing of piiKlinc ■ ~ 

(1) Before transporting petroleum for the first lime, each pipeline or completed sections thereof shall be filled 
with water and the pressure in the line or section, as Ihc case may be raised to 1.1 times the design internal 
pressure and maintained for a period of at lest 24 hours A pipeline or a section thereof showing any 
signtficant drop of pressure during the period of testing shall, not be used for transporting petroleum untill 
necessary repairs have been carried out and satisfactory retest done Repeat existing sub-nile (2) 

(2) The specified in sub-rule (I) shall be carried all alleast once every 12 months 111 each completed pipeline 
section which crosses an area where mere is danger of water pollution by any leakage. 

(3) The sub rale (2) shall not apply to cross country pipelines, for which new technologies arc available. 

94. Shut down of pipelines. — 

Except v\ hen shut down for maintenance work, a pipeline w'hcn not in operation shall be shut down under pressure 
and a careful record made of the pressure during the shut-down period. Any significant drop in pressure shall be deemed 
to render the pipeline unfit for transport of petroleum until it is repaired and tested in accordance with Rule 98 and on 
significant drop in shut-down pressure is observed and it passes the test specified in Rule 91 
95i. Patrolling of pipeline. — 

(1) The whole of every pipeline shall be elTicicnily patrolled by the company owning the pipeline”— 

(2) Telegraph or telephone or radio communication facilities shall be provided at frequent intervals along the 
pipeline. 

Proi'idcd that one such communication channel shall suffice for a senes of parallel pipelines laid close to 
each other. 

Provided fiirthcr that nothing in this sub-rule shall apply to a pipeline if the length thereof docs not c.xcecd 
two kilometres 

96. Checking of gauges.—■ 

Tank gauges or gauges at intermediate or booster pump stations shall be checked atlcast once a year 

97. Additions and alterations in the pipeline.— 

(1) No addition or alteration to a pipeline shall be carried out without the previous approval of the Chief 
Controller in wntmg. 

( 2 ) E\'ery person desirous of carrying out any additions or alteration m and pipeline shall submit to the Chief 
Controller an application along witli— 

(a) three copies of a drawing to scale and full dcseriplivc note of the proposed additions and alterations 
and the purpose thereof, and 

(b) a scrutiny fee of rupees fifty 

(3) On receipt of the drawings and fee under sub-rale (2) and after eliciting such additional information as may 
be required the Chief Controller shall, if he is satisfied, approi'e the proposed additions or alterations subject 
to siiqli conditions as he may deem fit 
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98. Repair and maintenance of pipeline. — 

No maintenance or repair involving cutting or lewelding of any pipeline shall be carried out except under following 
conditions, namely; 

(i) an experienced engineer shall inspect the section requiring maintenance or repair before the work is undertaken 
and issue a written permit specifying therein the precautions to be observed and the procedure to be 
followed for carrying out the work. The permit so issued shall be preserved by the owner of the pipeline for 
a period of six months; 

(ii) all work involving cutting or welding shall be carried out by an experienced person in accordance with the 
permit referred to in Cl. (i); 

(iii) the section of the pipeline shall be isolated and drained before starting repairs or maintenance. 

(iv) only mechanical cutters shall be used for cutting the pipeline or any connection thereof unless the section 
of the pipeline and its coimections have been purged with an inert gas; 

(v) no hot work shall be carried out on any pipeline until the section thereof requiring repair has been isolated 
drained and purged with inert gas or steam or kept filled with water or until such section has been prepared 
m a marmcr approved in writing by the expencnced engineer. 

(vi) “The section of the pipeline in which repairs or maintenance work has been carried out shall not be used for 
transporting petroleum until such sections are replaced with hydrostatically pretested sections and the 
repaired weld joints pass the radiography test;" 

(vii) no section of any pipeline and no valve fitted to it shall be separated until an efficient electrical bond has 
been established between the parts to be so separated which shall not be broken until the separated parts 
have been rejoined. 

99. Relaying or repairs to a pipeline in public interest— 

Where the Chief Controller ts of the opinion that it is in the interests of public safety so to do, he may. by a notice 
in writing given to the owner of the pipeline, require such owner, to relay, renew or repair such pipeline in accordance with 
such requirements as may be specified in such notice. 

100. Power of inspection and examinatioa— 

The Chief Controller or Controller of Explosives may at any time in^ct and examine any pipeline, and the owner 
thereof or persons operating or using the pipeline and the person on whose land such pipeline is situated or his representative 
shall facilitate such inspection and examination and answer all inquiries put by the Chief Conuoller or Controller of 
Explosives in regard to such pipeline. 

101. Reports of fire or major leakage. — 

The occurrence of any fire or major leakage in a pipeline and connected facilities thereof shall be reported 
immediately by the person for the time being incharge of the pipeline to the nearest Magistrate or officc-in-charge of the 
nearest police station and by to the Chief Controller of Explosive and also by telegram at his telegraphic address, namely 
“Explosives Nagpur, 
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CHAPTER IV 
ELECTRIC INSTALLATION 

102. Restriction on electric installation and apparatus.— 

Save as provided in this chapter, no electric wiring shall be installed and no electric apparatus shall be used in 
any refinery, installation, storage shed, services station or in any other place where petroleum is refined, blended, stored, 
loaded or unloaded. 

103. Hazardous area. — 

For the purpose of this chapter, an area shall be deemed to be a hazardous area, where— 

(i) petroleum having flash point below 651" C or any inflammable gas or vapour in a concentration capable of 
Ignitions is likely to be present; 

(ii) petroleum or any inflammable liquid having flash point above its flash point. 

104. Classification of hazardous area.— 

(1) A hazardous area shall be deemed to be.— 

(i) a zone “0” area, if inflammable gas or vapours are expected to be continuously present in the area; .or 

(ii) a zone ’ 1" area, if inflammable gases or vapours arc likely to be present in the area under normal 
operating conditions; or 

(ui) a /one “2” area, if inflammable gases or vapours are likely to be present in the area only under 
abnormal operating conditions or failure or rupture of an equipment 

(2) If any question arises as to whether hazardous area is a zone “0” area or a zone “1” area or a zone "2" area, 
the decisions thereon of the Chief Controller shall be final. 

105. Extent of hazardous area.- 

Thc extent of ha7.ardous area shall be as laid down in the Fourth Schedule. 

Provided that the Chief Controller may, increase or reduce the extent of hazardous area where there are special 
circumstances which, in his opinion, warrant such increase or reduction, [and the persons affected shall be informed of his 
decision). 

106. Fixed electric apparatus.— 

(1) No electric apparatus shall be allowed in a zone “0" area 

Provided that this sub-rule shall not prohibit the use in a /one “0” area of an intrinsically safe apparatus of 
a type approved in writing by the Chief Controller and in connection w ith an intnnsically safe circuit, where 
use of such apparatus cannot be completely excluded. 

(2) all electric apparatus installed or used in a zone “1” area shall be either- 

(i) a flame proof or intrinsically safe apparatus of a, type or types approved in writing by the Chief 
Controller, or 

( 11 ) an mdustnal-typc apparatus house in an enclosure or a room which has been made safe by pressurizing 
or pourging with plenum of atmosphere free from significant concentration of any inflammable gas or 
vapour and so arranged and interlocked that in case of failure of the pressurizing or purging agent, the 
electricity supply is automatically cut off or a warning is automaUcally given to a person m attendance 
who shall take suitable measures to prevent a hazard. 

(3) All clcctnc apparatus installed or used in a zone “2" area shall, be either— 

(i) A non-sparking apparatus of a type approved by the Chief Controller; or 
( 11 ) an apparatus of any of the type permitted under sub-rule 92 

(4) Where the approval of the Chief Controller of Explosives is sought for any type of electric apparatus, for use 
in hazardous area, the person desirous of manufacturing the apparatus shall submit to the Chief Controller, 

(i) a comprehensive report accompanied by all necessary drawings, calculations giving references to 
recognised and construction and necessary test certificates from the recognised bodies in respect of 
the apparatus and its components, 

(ii) A scrutiny fee of Rs. 500/- 
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J 07. Fixed electric wiring. — 

(1) All conductors of an intrinsically safe circuit in connection with an intrinsically safe apparatus installed in 
any hazardous area shall be so laid as to prevent invasion of such circuit by current arising from contact or 
electrostatic or electromagnetic induction from any other circuit, conductors of intrinsically safe circuits 
shall be effectively protected against mechanical damage 

(2) All electric wiring in a hazardous area, other than the conductors of an intrinsically safe circuit, shall be 
effectively sealed at all joints, mechanically protected and adequately supported throughout its length and 
shall consist of— 

(i) approved armoured cable with correctly designed terminations, complete with armour clamps, the 
armouring being earned and electrical clamps to provide mechanical support to the cable and continuity; 
or 

(li) approved metal sheathed cable with correctly designed and installed terminations or 

(iii) single or multicored insulated cables accommodated in solid drawn heavy gauge screwed galvanized 
conduits used in conjunctions with approved flame-proof fittings, the conduit being sealed at both 
ends and installed in such a manner as to permit internal condensation to drain to a point or points 
from which it may be removed; where a conduit runs from a zone “ 1” area to a zone “2" area or an area 
which is not a hazardous area, an adequate seal shall jpe provided outside the boundary' of zone “I” 
area, 

(iv) single or multicored mineral insulated cable of approved type in conjunction with appror ed flame¬ 
proof type glands at all joints and terminations, 

(3) Insulated cables without metallic sheathing or armouring but accommodated in a conduit shall not be buned 
in the open ground in any hazardous area. 

(4) The electric supply circuits of each electric pump in a, hazardous area shall be— 

(i) separately protected by a fuse or circuit breaker set to operate when the current in the circuit so 
exceeds the rated current for such a period of time as to involve danger; and 

(ii) provided with an individual isolating switch at the mam supply point for each electric pump including 
its integral lighting system, if any, 

(5) If the Chief Controller is satisfied that the requirements of sub-rules (1) and (2) may be modified or relaxed in 
any class of electric wiring, he may authorize such modification or relaxation for such period and subject to 
such conditions as he may think fit, 

108. Earthing and bonding.— 

(1) All electrical systems and equipments and all stnicturcs, plants and other non-current-carrying metallic 
parts of major electric apparatus or any major metallic object in any place where petroleum is refined, 
blended, stored, loaded or unloaded shall be efficiently earth; the resistance value of and earthing system to 
the general mass of the earth shall not be more than— 

(a) a ohms in the case of electrical systems and equipment or a valve that ensures the operation of the 
protective device in the electrical circuit, whichever is lower, and 

(b) 10 ohms m the case of all non-current-carrying metallic parts of major electric apparatus or any major 
metallic object. 

(2) All joints in pipelines, valves, plants, storage tanks and associated facilities and equipments for petroleum 
shall be made electrically continuous by bonding or otherwise, the resistance valve between each joint shall 
not exceed 1 ohm. 

(3) A piping which is not in electrical contract with the associated tank or vessel shall be efficiently connected 
to such tank or vessel by a flexible conductor and earthed. 

109. Cathodic protection. — 

(1) Cathodic protection system where employed shall be designed and installed in accordance with the current 

recognized practice and so maintained as— 

(a) not to affect adversely metallic bodies m the zone of protection; and 

(b) to eliminate the danger of sparking in a hazardous area. 
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(2) The metallic stractures, pipelines, valves, plants and associated equipment under cathodic protection shall 
not be broken for repair or maintenance unless a heavy gauge conducting cable is clamped to each side of 
the intended break for establishing betrveen them an electrical bond. 

(3) And the cable shall remain clamped until repair or maintenance work is completed and the break rejoined. 

110. Protection against stray current— 

(1) Where high values of stray currents are likely to exist, both the rails of spur lines shall be insulated from a 
railway siding which is used for the loading or unloading of tank wagons. 

(2) On electrified railway systems, live-contract rails and overhead electric lines shall be terminated outside the 
area where tank wagons are loaded or unloaded, such rails or overhead lines shall not be allowed within a 
r6finery or an installation. 

(3) No joint in a pipeline or associated equipment shall be broken save as provided in sub-rule (2) of rule 109 

111. Portable electric apparatus.— 

(1) No person shall instal or use in a hazar dous area any portable electric lamp or apparatus other than a 
portable lamp or apparatus of a type approved by the Chief Controller after snch examination and test and 
for such application as he may specily. 

(2) No mains operated portable lamp shall be operated at a voltage exceeding 25 volts above the earth . 

Provided that the Chief Controller may, at his discretion, allow higher operating \ oltage not exceeding 55 
volts above earth. 

(3) All portable lamps or apparatus other than a self-contained lamp or apparatus shall be connected to the 
mains in such manner and used under such conditions as the Chief Controller may specify 

112. Maintenance of approved electric apparatus and wiring.—All electnc apparatus and wiring in a ha/nrdous area shall 
at all times be so maintained as to retain the characteristic on which their approval has been granted. 

113. Repair and test work.— 

(1) No flame-proof or intrinsically safe apparatus shall be opened and no work likely to impair the safely 
characteristics of such apparatus or electric wiring connected thereto shall be carried out until all voltage 
has been cut off from the said apparatus or wiring. The voltage shall not be restored thereto until the work 
has been completed and the safety characteristics provided in connection with the apparatus and wiring 
have been fully restored. 

(2) Notwithstanding anything contained in this rule, use of soldering apparatus or other means involving flame, 
fire or heat or use of industrial type apparatus in a zone “1" area shall be permitted for the purposes of 
effecting repairs and testing and alterations, provided that the area in which such apparatus or wiring has 
been installed, has first been made safe and certified by a competent person after testing with an approved 
gas-testing apparatus to be safe and free from inflammable vapours, gases or liquids and is maintained in 
such conditions, so long as the work is in progress 

114. Certificate of electric installation.— 

(1) Before engineering any electric circuit and any electric apparatus in hazardous area for the first time and after 
each repair maintenance or alteration work earned out in such circuit or apparatus, a competent person shall 
issue a certificate under his signature to the effect that the circuit and the apparatus have the safety 
characteristics upon which their use in such area has been approved. 

(2) The certificate referred in sub-rule (1) shall be preserved by the occupier of the premises and shall be 
produced to the Inspector on demand: 

Provided that the certificate issued for each repair and maintenance work need not be preserved for a penod 
exceeding six months. 

115. Precautions against corrosion.— 

(1) Where necessary, all electnc apparatus and equipment and conduits carrying electnc wiring in a hazardous 
area shall be regularly treated with a suitable protective paint. 

(2) The certification label indicating the flame-proof or intrinsically safe nature of the apparatus or cquipmciil 
shall not be painted over or treated in any manner to impair the legibility of the particulars written stamtv'd 
or embossed on such label. 
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CHAPTER V 

STORAGE OF PETROLEUM REQUIRING UCENCE 

116. Licence for storage.— 

Save as provided in Sections 7,8 and 9 of the Act no person shall store petroleum except under and m accordance 
with a licence granted under these rules: 

Provided that no licence shall be necessary— 

(i) for the storage of petroleum in well-headed tanks; or 

(ii) for the storage of petroleum as transit cargo within the limits of a port subject to such conditions as may be 
specified by the conservator, 

117. Precautions against fire.— 

(1) No person shall smoke in any installation, storage shed or service station save m places specifically 
authorized by the licensing authority for the purpose 

(2) No person shall carry matches, fuses or other appliances capable of producing ignition or explosion in any 
installation or storage and shed which is used for the storage of petroleum. 

(3) No fire, fumance or other source of heat or light eapable of igniting inflammable vapour shall be allowed in 
any installaUon, storage shed or service station save m places specially authonzed by the licensing authority 
for the purpose. 

(4) (a) An adequate number of portable Diy Chemical Powder or any other fire extinguisher capable of 
extinguishing oil fires shall always be kept in every storage shed and small class B or C installations at 
strategic point and all persons employed at such locations shall be conversant with the use of such fire 
cxUnguishcrs. 

(bl Scale of fire fighting provided in other areas of installation should be as per the requirement given in 
OISD standard-II for all installations approved by the Chief Controller after publication of the original 
standard OISD-IOL, For installations existing prior to the publication of the standard the fire fighting 
facilities shall be improved to the extent feasible keeping this standard in minds and approved by the Chief 
Controller. 

118. Supervision of operations within an installation, service station or storage shed.— 

All operations within an installation, service station or storage shed shall be conducted under supervision of an 
experienced responsible agent or supervisor who is conversant with the terms and conditions of the licence held for the 
installation, service station or storage shed, as the case may be 

119. Cleanliness of installation, service station or storage shed.— 

The ground in the interior of an installation or scrx'icc station and the protected areas surrounding any installation, 
service station or storage shed shall be kept clean and free from all vegetation, waste material and rubbish 

120. Drainage.— 

(1) All enclosures sunounding above ground tanks is in an installation shall be provided with proper drainage 
facilities in such way that no water is allowed to accumulate in the enclosure, 

(2) No part of the enclosure referred to in sub-rule (1) shall be below the level of the surrounding ground within 
the protected area 

(3) Where drainage is effected by means of a pipe the pipe shall be fitted with a valve which is capable of being 
operated from the outside of the enclosure or with any other arrangement approved in writing by the Chief 
Controller. 

(4) All vah'cs and other opening for draining off water shall be kept closed except when water is being drained 
off 
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(5) the nature of the drainage arrangements and the position of all openings and valves therein shall be shown 

in the plan submitted with the application for a licence. 

121. Exclusion of unauthorized pemons. - 

(1) The protected area surrounding every installation and storage shed shall be surrounded by a well or fence 
of at least 1.8 metres in height. 

(2) Precautions shall be taken to prevent unauthorized persons from having access to any storage shed or 
installation. 

122. Petroleum only to be stored.— 

No installation, service station or storage shed shall, without permission in wnting from the Chief Controller be 
used for any purpose other than the storage and distribution of petroleum and for purpose directly connected therewith. 

123. The capacity In litres/Kilolitres of every above ground tank in an installation shall be conspicuously marked on 
the tank. 

124. Construction of tanks.— 

(1) Everv tank or receptacle for the storage of petroleum in bulk other than a well -head shall be constructed of 
iron or steel in accordance with the codes or specifications approved by the Indian Standards Institution or 
any other code or specifications approved in writing by the Chief Controller; 

Provided that if the properties of petroleum to be stored so required or for any other reason it is necessary 
so to do, tanks or other receptacles may be build of materials other than iron steel 

(2) “The tanks or other receptacles shall be erected on firm foundations or supports of non-combustible 
material in accordance with sound engineering practice. 

(3) The height of a storage tank shall not exceed one and a half times its diameter or twenty-metres, whichever 
is less. 

Explanation- 

For the purpose of this sub-rule, the height of a tank shall be the height from its bottom to top curb angles. 

(4) An air space of not less than five per cent, of the total capacity of the tank or the space prescribed in the code 
or specification to in sub-rule (1), whichever is less, shall be kept in each tank. 

125. Protection against corrosion. — 

All tanks or other receptacles for the storage of petroleum in bulk, other than well-head tanks installed on the 
ground or below the round, shall be protected against corrosion’ by the use of protective coatings or cathodic protection 
or by any other means approved by the licensing authority. 

126. Testing of tanks.— 

(1) Storage tanks or other receptacles for the storage of peUoleum - in bulk, other than well-head tanks, after 
being installed and secured in the final position or after undergoing re-installation or any major repair, shall, 
before being put into use, be tested by water pressure by a competent person. 

(2) The water used for testing shall be free from petroleum and shall not be passed through any pipe or pump 
ordinarily used for the conveyance of petroleum; 

Provided that where the licensing authority is satisfied that it is not reasonably possible to convey water by 
pipes or pumps other than those ordinarily used for conveyance of petroleum, he may permit use of a 
petroleum pipe or pump for the conveyance of water subject to such conditions as he may impose. 

(3) The competent person carrying out the test as required under sub-rules (1) shall issue a certificate in the 
proforma given below; the certificate so issued shall be submitted to the licensing authority along with the 
application for the grant of amendment of a licence, or, in the case of any major repair, after each repair 

(4) The procedure for grant and revocation of recogmtion of a competent person is given in Rule 130 (2). 
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Proforma of Certificate of Tank Testing 
[See rule 126] 

In respect of,.of size. 

(number of tanks) (diameter and height or length of. . 

and capacity.respectively, installed with. 

each lank).(in hues of each tank). 

mslallation service station of. (delete words). . 

not applicable) (Full name of occupier of installation/service . . 

.at.station, as 

the case may be) (Name of place, Police Station, District, State) covered by licence 
No. 

(To be filled in the case of amendment of licence or repair of tank) 

Certified that 1 have in accordance with rule 126 of the Petroleum Rules, 1976, tested the tanks described above by 
water pressure after they had been installed and secured in the final position/required and found them free from leak and 
suitable for the storage of petroleum (delete words not applicable.) 

Date of test Full signature of the competent person issuing the ccruficate 

. His 

recognized qualification. lES full 

name and postal address . 


127. Earthing of tank. — 

(1) Every tank or other receptacle for the storage of petroleum m bulk, other than a well head ta nk or tanks of 
less than 50,000 litres capacity containing petroleum Class C shall be electrically comiectcd with the earth 
in an efficient manner by not less than two separate and distinct connections place at the opposite extremities 
of such tank or receptacle The roof and all metal connections of such tank or receptacle shall be m efficient 
electrical contact with the body of such tank or receptacle 

(2) The connections and contacts required under sub-nile (1) shall have as few joints as possible All joints 
shall be riveted, welded or bolted and also soldered to ensure both mechanical and electrical soundness 

(3) The resistance to earth shall not exceed 7 ohms and the resistance to any part of the fitting to the earth plate 
or to any other part of fitting shall not exceed 2 ohms 

128. Testing of earth connections.— 

(1) The connections and contacts of the tank or receptacle required under rule 127 shall be inspected and tested 
by a competent person at least once in every twelve months by means of a direct reading instniment, such 
as. a merger 

(2) The testing instrument referred to in sub-rule (1), if capable of producing a spark, shall be so shielded as to 
be incapable of igniting petroleum vapour 

(3) A record of such inspections and test shall be maintained bv the licensee in the licensed prenuses and shall 
be produced on demand by any inspector 

129. Night working.— 

No installation storage shed shall be open and no work in any installation or storage shed shall be permitted 

between sunset and sunrise except where approved electric lights conforming to the provisions of Chapter IV are exclusively used 

131). Certificate of safety — 

(1) A certificate of safely in proforma given below this nilc and signed by a competent person shall be furnished 
to the licensing authority before any petroleum is stored in an installation or a service station for the first 
time or whenever any additions or alterations to the enclosure walls and embankments arc earned out or 
u hen any tank is inslallcd or its position shifted. 
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Proforma of Certificatc of Safctj' 

[See rule 130] 

I, hereby certify that the petroleum installation/servicc station of . 

(Full name and address ofthe occupier ofinstallation service station) . at 

(village, police station. District, State) has been constructed in accordance with 1 he conditions of licence from 

and that in my opinion the enclosure walls and embankments of all above ground tanks are of such a nature and all tanks 

have been so installed and secured as to ensure safety 

Place: Signalurcof 

competent person 

Date ■ Full Name . 

Recogm/cd qualification 

Full postal address . 

(2) Procedure for grant and revocation of recognition of competent person 

(i) Anybody intending to be recognised as Competent person shall posses the qualification and experience 
presenbed m para (A) of Form-XVITI and sliall submit to the Cluef Controller an application m the fonn 
prescribed in para (B) of the same form Every application shall be accompanied bv' a scnitin>' fee of 
Rs. 500/- the Chief Controller slvdl register such application and within a period of sixty days of the 
date of receipt of the application, and after having sa.isficd himself with regard to competence and 
professional ethics either recognise the applicant as a competent person or reject the application 
specilying the reason therefor. 

The Chief Controller may after giving an opportunity lo the such Person to be heard revoke the recognition 

(a) If he has reason to believe that competent person has violated any condition stipulated in the letter of 
recognition or has carried out a test examination and inspection or has acted, in a manner inconsistent with 
the intent or the purpose of these rules, or 

(b) For any other reason to be recorded in writing 

131. Prior approval of specifications and plans of premises proposed to be licensed.— 

(1) Every person desiring to obtain a licence to import and store petroleum m Form XII, Form XIV or in Special 
Form, as the case may be, shall submit to the licensing authority and application alongwith— 

(a) specification and plans drawn to scale, m duplicate, clearly indicating— 

(i) the manner m which the provisions presenbed m these nilcs will be complied with, 

(u) the premises proposed to be licensed, the area of which shall be distinctly coloured or otherwise 
marked; 

(m) the surroundings and all protected works lying within 100 inetics of the edge of all facililics which arc 
proposed to be licensed; 

(iv) the position, capacity, materials of construction and ground and elevation view of all storage tanks, 
enclosures around tanks, all valves, filling and discharge points, vent pipes, dip pipes, storage and 
filling sheds, pumps, fire-fightmg facilities and ail other building and facilities forming part of the 
premises proposed to be licensed; 

(v) the areas reserved for different class of petroleum including petroleum exempted under Section 11 of 
the Act, and 

(b) a scrutiny fee of mpccs twenty paid in the manner specified in rule 13. 

(2) If the Chief Controller, after scrutiny of the specification and plans and after making such enquiries as he 
deems fit is satisfied that petroleum may be stored in the premises proposed to be licensed, he shall return to the applicant 
one copv each of the specifications and plans signed by him conveying his sanction subject to such conditions as he ma> 
specify 

132. Pumping. — 

No internal combustion engine or electric motor in an installation shall be used for driving pumps for pumping 
petroleum save in a pump house or pumping area specially constructed for the purpose and approved by the Chief 
Controller 
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133. Identification mark on licensed premises. — 

Every installation, storage shed or service station under these rules shall have prominently marked thereon the 
number of the licence held for it. 

134. Posting up of rules and conditions. — 

As extract of rules 3 to 12,102 to 115,116 to 134 and rules 147 to 149 and 152 to 160 and of the conditions of the 
licence shall be exhibited in a conspicuous place in every licensed installabon, service station or storage shed. 

135. Petroleum m the possession ofDefence Forces ofthe Union Nothing in rules 116,121, 122,125,126, 127,128,130, 
131, 133 and 134 shall apply to petroleum in the possession ofthe Defence Forces ofthe Union 


CHAPTER VI 

STORAGE OF PETROLEUM CLASS C NOT REQUIRING AUCENCE 

136. Application. — 

(1) The provisions of this chapter shall apply to petroleum Class C stored otherwise than under a licence as 
provided in Section 7 of the Act but shall not apply to petroleum Class C possession of the Defence Force 
ofthe Union. 

(2) The provisions of Chapter V shall not apply to petroleum Class C permitted to be stored without a licence 
under Section 7 of the Act. 

137. Restriction of Storage. — 

Petroleum Class C shall not be stored together with any other class of petroleum except under and in accordance 
with a licence granted under these rules. 

138. Storage of exempted petroleum Oass C in bulk - 

(1) Petroleum Class C in bulk shall be stored in a tank constructed of iron or steel or any other material approved 
in writing by the Chief Controller. 

(2) The tank referred to in sub-rule (1) shall be properly designed and erected and the tank with all its fittings 
shall be so constructed and maintained as to prevent any leakage of petroleum 

(3) All tanks of capacity exceeding 5,000 litres for the storage of petroleum Class C shall be surrounded by an 
enclosure wall or placed inside a pit, so constructed and maintained as to be able to contain without leakage 
the maximum quantity of petroleum capable of being contained in the largest tank within such enclosure or 
pit 

(4) A dramage pipe with a valve capable of being actuated from outside the enclosure wall shall be provided in 
the enclosure or pit referred to in sub-rule (3) and the valve shall be kept closed, 

(5) A distance of not less than 1.5 metres shall be kept clear between protected works and the edge of such 
enclosure wall or pit. 

139. Storage of petroleum Class C in non-bulk. — 

Petroleum Class C which is not m bulk shall, if the quantity at any one time exceeds 2,500 litres be stored in a 
storage shed of which either - 

(a) the doorways and openings shall be built up to a height of 30 centimetres above the floor, or 

(b) the floor shall be sunk to a depth of 30 centimetres. 

140. Prior report of storage of petroleum Class C. — 

Every person intending to store petroleum Class C in quantity exceeding 5000 litres otherwise than imder a licence 
shall send to the Chief Controller a prior report stating the exact location of the premises on which such petroleum is to be 
stored. 
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CHAPTER Vn 
UCENCES 

141. Grant of licence. — 

Licences under these rules may be granted by the licensing authonties set forth in the First Schedule in the forms 

specified for the purpose and no payment of a fee specified therein. . 

142. Period for which licences may be granted or renewed.— 

(1) A licence in Form III may be granted for such period as the licensing authority may deem necessary subject 
to a maximum of one year. 

(2) Every other licence granted or renewed under these rules will remain in force until the 31 st day of December 
of the year up to which the licence is granted or renewed subject to a maximum of three years. 

(3) Notwithstanding anything contained in sub-rule (1) or sub-rule (2), the licensing authority where it is 
satisfied that a licence is required for a specific work or festival which is not likely to last up to the 31 st day 
of December of the year up to which the licence is granted or renewed, may grant or renew a licence for such 
period as is actually necessary. 

143. Application for licence. — 

(1) A person wishing to obtain or renew a licence under these rules shall submit an application in wnting to the 
aulhority empowered to grant such a licence. 

(2) An application for the grant of a licence to transport petroleum in bulk by road in mechanically propelled 
vehicles shall be in Fonn VII and to transport petroleum Class A/B in bulk on land for onsite fuelling of 
aircrafts, hcav^' vcchiles/ macluneries and stationary equipment by a mechanically propelled vehicle viz. 
refueller shall be in Form VII-A. An application for licence to import and store petroleum shall be in Form VIII 
[and to decant (Kerosene Petroleum Class B) from mechanically-propelled vehicles containers shall be in 
FormVllI-Al. 

144. No-objection certificate,— 

(1) Where the licensing authority is the Chief Controller or the Controller of Explosives, as the case may be, an 
applicant for a new licence other than a licence in 3 3 shall apply to the District Authority with two copies of 
(he site-plan showing the location of the premises proposed to be licensed for a certificate to the effect that 
there is not objection to the applicant receiving a licence for the site proposed and the District Authority 
shall, if he sees no objection, grant such certificate to the applicant who shall forward it to the licensing 
authonty with Iris application Form VIII 

(2) Every certificate issued by tlie District Authonty under sub-rule (1) shall be accompanied by a copy of the 
plan of the proposed site duly endorsed by him under his official .seal 

(3) The Chief Controller or the Controller of Explosives, as the case may be, may refer an application not 
accompanied by certificate granted under sub-nile ( I) to the District Authority for his observations. 

(4) If the District Aulhority, cither on a reference being made to him or otherwise, intimates, to the Chief 
Controller or the Controller of Explosives, as the case may be, that any licence which has been applied for 
should not, in his opinion, be granted, such licence shall not be issued without the sanction of the Central 
Government. 

145. Particulars of licence. — 

(1) Every' licence granted under these rales shall be held subject to the conditions specified therein and shall 
contain al 1 the particulars which are contained in the Form specified under these rales 

(2) One copy of the plan or plans for the licensed premises signed in token of approval by the licensing 
authority shall be attached to the licence which shall form part of such licence, and an identical copy shall 
be filed for record in the olficc of the licensing aulhority, excepting in the case of licence in Form XVT 

147. Prior approval ncccs.sary for alterations in the licensed premises. — 

(1) No alteration shall be carried out in the licensed premises until a drawing or drawings showing such 
alteration has been approved in writing by the licensing authority. 

(2) A person wishing to carry out any alteration m the licensed premises shall submit to the licensing authority— 
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(0 three copies of a properly drauii plan of the licensed premises showing in district colour or colours the 

proposed alteration and the reasons therefor; 

(li) a fee of rupees ten for senitiny of the proposed alteration 

(3) If Ihe licensing authority, after scrutiny of the plan showing the proposed alteration and after making such 
enquiries as he deems fit, is satisfied that the proposed alteration may be earned out, he shall return to the 
licence one copy of the plan signed by him and conveying his sanction subject to such condition or 
conditions as he may specify 

(4) The holder of the licence, shall apply to the licensing authority for the amendment of the licence as soon as 
the sanctioned alteration has been carried out 

148. Amendment of licence.— 

(1) Any licence granted under these rules may be amended by the authoniy empowered to grant such a licence. 

(2) The fee for amendment of a licence shall be rupees twenty plus the amount, if any, by which the fee that 
would have been payable if the licence had originally been issued in the amended form exceeds the fee 
originally paid for the licence. 

(3) A licensee who desires to have his licence amended shall submit to the licensing authority—■ 

(i) an application duly filled in and signed in Form VII if the licence has been granted for transport for 
petroleum in bulk in Form VII-A if the licence has been granted for Refueller in Form XVTI. 

In Form VIII if the licence is granted to import and store petroleum; 

and in Form Vlfl-A if the licence is granted to decant Kerosene (Petroleum Class B) from mechanicaily- 
propellcd vehicles in containers. 

(ii) the licence sought to be amended together with the approved plans attached to it, 

(lu) where any alteration in the licensed premises has been carried out three copies of the properly drawn 
plans shown in the alterations sanctioned under rule 147 by the licensing authority, 

(iv) fee for the amendment of the licence as specified in sub-rule (2); 

(\') a certificate of testing of the tank or tanks, if required under rule 126, 

(vi) a certificate of safety, if required under rule 130 

149. Renewal of licence.— 

(1) A licence may be renewed by the authority empowered to grant such a licence- 

Provided that a licence which has been granted by the Chief Controller may be renewed w ithout alteration 
by a Controller of Explosives duly authorized by the Chief Controller 

(2) Every licence granted under these rules, other than a licence in Form III or Form XV may be renewable for 
three calendar years where there has been no contravention of the Act or of the rules framed thereunder or 
of any conditions of the licence so renewed 

(3) Where a licence has been renewed for more than one year is surrendered before its expiry, the renewal fee 
paid for unexpired portion of the licence shall be refunded to the licence provided that no refund of renewal 
fee shall be made for any calendar year during which— 

(a) the licensing authority receives the renewed licence for surrender. Or 

(b) any petroleum is received or stored on the authority of the licence 

(4) Every appUcation under sub-rule (2) sliallbemadcinFoim VII, Form VII-A, Form VITI and shall be accompamed 
by the licence which is to be renewed together with approved plans attached to the licence, wherever 
applicable, and the original treasury receipt showing the deposit of the renewal fee under the correct head 
of account. 

(5) E\'ciy application for the renewal of licence shall be made so as to reach the licensing authonty at least thirty 
days before the date on which it expires, and if the application is so made, the licence shall be deemed to be 
in force until such date as the licensing authority renews the licence or until an intimation that the renewal 
of the licence is refused has been communicated to the applicant. 
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(6) Where the renewal of a licence is refused, the fee paid for the renewal shall be refunded to the licensee after 

deducting therefrom the proportionate fee for the period beginning from the date from which the licence was 
to be renewed up to the date on which renewal thereof is refused. 

The same fee shall be charged for the renewal of licence for each calendar year as for tlic grant thereof— 
Provided that— 

(i) if the application with accompaniments required under sub-rule (4) is not received within the time, 
specified m sub-rule (5), the licence shall be renewed only on payment of a fee amounting to twice the 
fee ordinarily payable; 

(ii) if such an application with accompaniments is received by the licensing authority after the date of 
expiry but not later than— 30 days from the date of expiry, the licence may, without prejudice to any 
other action that may be taken in this behalf, be renewed on payment of twice the fee ordinarily 
payable 

Provided further that in case of an application for the renewal of a licence for a period of more than one 
calendar year at a time, the fee prescribed under clause (i) or clause (ii) of the first proviso, if payable, shall 
be paid only for the first calendar year of renewal. 

(8) No licence shall be renewed if the application for renewal is received by the licensing authority after thirty 
days of the date of its expiry. 

150. Refusal of no-objection certificate.— 

A district authority refusing to grant a no-objection certificate under rule 144 shall record, in writing, the reasons 
for such refusal and shall furnish to the applicant a copy of such order: 

Provided that before refusing to grant a no-objection certificate, the applicant shall be given a reasonable opportumty 
of being heard 

151. Cancellation of no-objcction certificate.— 

(1) A no-objection certificate granted under rule 144 shall be liable to be cancelled by the District Authority or 
the State Government, if the District Authority or the Slate Government is satisfied, that the licensee has 
ceased to have any nght to use the site for storing petroleum 

Provided that before cancelling a no-objecuon certificate, the licensee shall be given a reasonable oppomimt>' 
of being heard. 

(2) A district authority or a State Government cancelling a no-objection certificate shall record in writing the 
reason for such cancellation and shall immediately furnish to the licensee and to the licensing authority 
concerned a copy of the order cancelling the no-objcction certificate. 

152. Rcfu.sal of licence.— 

A licensing authority refusing to grant, amend, renew or tninsfer alicence, shall record his reason for such refusal 
inv\Tiung 

153. Su.spcn.sion and cancellation of licence.— 

(1) Er ery licence granted under these rules shall— 

(i) stand cancelled, if the licensee ceases to have any right to the site for storing petroleum, 

(ii) stand cancelled, if the no-objection certificate is cancelled by the District Authority or the State 
Government in accordance with sub-rule (1) of mle 151; 

(ill) be liable to be suspended or cancelled by an order of the licensing authority for any contravention of 
the Act or of any rule thereunder or of any condition contained in such licence, or by order of the 
Central Government if it is satisfied that there arc sufficient ground for doing so. 

Provided that - 

(a) before suspending or cancelling a licence under this mle, the holder of the licence shall be given an 
opportunity of being heard, 

(b) the maximum period of suspension shall not exceed three months, and 

(c) the suspension of a licence shall not debar the holder of the licence from applying for its renewal in 
accordance with the provisions of mle 149. 
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(2) ■ Notwithstanding anything contained in sub-rule (1), an opportunity of being heard may not be gn cn to the 

holder of a licence before his licence is suspended & or cancelled in cases— 

(a) where the licence is suspended by a licensing authority as an interim measure for \'iolation of any of 
the provisions of the Act or these rules, or of any conditions contained in such licence and in his 
opinion such violations is likely to cause imminent danger to the public 

Provided that where a licence is so suspended, the licensing authonl> shall gi\'e the holder of the 
licence an opportunity of being heard before the order of suspension is confirmed, or 

(b) where the licence is suspended or cancelled by the Central Government, if that Government considers 
that m the public interest or in the interest of the security of the State such opportunity, should not be 
given. 

(3) A licensing authority or the Central Government suspending or cancelling a licence under sub-mle (1), shall 
record its reason for so doing in writing 

Note—See Commentary under Section 2 of the Act 

154. Procedure on expiration, suspension or cancellation of licence.-— 

(1) A person licensed to store petroleum shall, on the expiration, suspension or cancellation of his licence, 
forthwith give notice to the District Authority of the class and quantity of petroleum in his possession and 
shall comply with any directions which the District Authority ma>', on the recommendation of the Chief 
Controller, given in regard of their disposal. 

(2) The Distnet Authority may grant for a term not exceeding tlircc months from the date of e.xqiiration, suspension 
or cancellation, as the case may be, atemporaiy' licence for the storage of petroleum actually held at the time 
of the issue of the temporary’ licence ' 

Provided that where the expired, suspended or cancelled licence was granted by an authorit>’. other than the 
District Authority, no temporary Licence shall be granted without the previous consent of such other 
authority. 

(.3) The fee chargeable on a licence granted under sub-nile (2) shal 1 bear the same proportion to the fee charged 
on the expired or cancelled or suspended licence as the period covered by the temporary licence bears to a 
full year 

155. Appeals. - 

(1) An appeal shall lie against any order refusing to grant, amend or renew a licence cancelling or suspending 
a licence to¬ 
ll) the Central Government, where the order is passed by the Chief Controller, 

(ii) the Chief Controller, if the order is passed by a Controller of Explosives; 

(iii) the immediate official superior to the District Authority, if the order passed b\ the Distncl authority, 

(iv) the immediate official superior to officer appointed under Rule 3 3 in the case of vessels licensed for the 
carriage of petroleum in bulk 

(2) An appeal against any order of the District Authority refusi ng to grant or cancelling a no-objcction certificate 
shall he to the authority which is immediately superior to the said Distnet Authority 

(3) Every appeal shall be in writing and shall be accompanied by a copy of the order appealed against and shall 
be presented within sixty days of the order passed. 

156. Supply of rules.— 

With every licence granted for the storage of petroleum, an c-xtract of rules 3 to 12, nilcs 102 to 134. rules 147 to 149 
and rules 15 2 to 160 shall be given free of charge to the licensee. 

157. Transfer of licence for storage.— 

(1) The holder of a licence, for the storage of petroleum may, at any tune before the expiry of l he licence, apply 
to the licensing authority to transfer the licence to another person. 

(2) Every application for the transfer of a licence shall be accompanied by-— 

(i) a letter a signed by the holder of the licence indicating the full name and address of the person to 
whom he wishes to transfer the licence and given complete possession of the licensed premises; 
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(ii) the licence sought to be transferred together with the approved plan or plans attached to-it, 

(lii) an application in Form VIII duly filled In and signed b>' the person to whom the licence is sought to be 
transferred, 

(iv) a fee of Rs 20 [mpees twenty] paid in the manner specified in Rule-13. 

(3) The licensing authority on receipt of the documents and fee required under sub-rule (2) shall, if he approves 
the transfer, enter upon the licence, under his signature, an endorsement to the effect that the licence has 
been transferred to the person named, 

(4) The person to whom the licence is so transferred shall enjoy the same power and be subject to the same 
obligations under the licence as the original licensee. 

158. Procedure on death or disability of licensee. — 

(1) If a licensee dies or becomes insolvent or mentally incapable or is othcnvise disabled, the person carrying on 
the business of such licensee shall not be liable to any penalty or confiscation under the Act or these rules 
of exercising the powers granted to the licensee during such time as may reasonably be required to allow him 
to make an application for a new licence in his own name for tlie une.\pired portion of the original licence in 
respect of the year in which the licensee dies or becomes insolvent or mentally incapable or is otherwise 
disabled: 

Provided that nothing in this sub-rule shall be deemed to authorize the exercise of any pow er under this sub¬ 
rule by any person after the expiry of the period of the licence. 

(2) An application for a new licence for the unexpired portion of the original licence shall be accompanied by a 
no-objection certificate issued by the District Authority in favour of the person apply ing for such licence. 

(3) A fee of rupees five shall be charged for a new licence for the unexpired portion of the original licence 
granted to any person applying for it under this rule 

159. Loss of Licence.— 

Where a licence granted under these rules is lost or accidentally destroyed a duplicate may be granted on 
submission of a copy of the plan or plans identical with those attached to the licence and on payment of a fee of rupees 
twenty. 

160. Production of licence on demand.— 

(1) Evciy person holding or acting under a hcence granted under these rules shall produce it, or an authenti cated 
copy, of it, at the place to which the licence applies, when called upon to do so by any inspector. 

(2) Copies of any licence may for the purpose of this rule, be authenticated by the authority which granted the 
hccnce- 

(a) On payment of a fee of Rs 50/- for each authenticated copy: and 

(b) on the submission of a copy or copies of the plans identical with the approved plan or plans attached 
to the licence. 

161. Procedure on reports of infringement — 

The District Authority shall inform the Chief Controller of the action taken by him on any reports of infringements 
of the Act or of these rules which the Cheif Controller may make to him. 

162. Executive control over authorities. — 

Eveiy authority other than the Central Govermnent, acting under this chapter shall perform its duties subject to the 
control of the Central Government. 

Provided that nothing in this rule shall be deemed to affect the powers of executive control of the Chief Controller 
over the officer subordinate to him. 
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CHAPTER Vm 
REFINING OF PETROLEUM 

163. Approval of refinery,— 

(1) No person shall refine, crack, reform or blend petroleum unless the project report with specifications and 
plans showing the general arrangements of tanks, stills, furnaces, electrical installation, pump houses, 
arrangement for drainage treatment and disposal of effluent, arrangement for fighting fire, fencing gates and 
all plants and buildings at the place where it is proposed to refine, crack, reform or blend petroleum (hereinafter 
in this chapter referred to as the refinery) has been approved by the Chief Controller 

(2) The design and layout of the various blocks/facilities/process units in new crude oil Refineries shall be as 
per design philosophy given in Standard-118 This will apply to new crude oil refmcries/gas processing 
installations approved by the Chief Controller of Explosives after publication of this rule 

(3) Any person desiring to refine, crack, reform or blend petroleum shall submit to the Chief Controller an 
application along with - 

(0 a copy of the project report and specifications and plans referred in sub-nile (1) in triplicate, and 
(ii) a scrutiny fee of rupees five thousand paid in the manner speci fied in rule 13 

(4) The Chief Controller on receiving the project report with specifications and plans mav require submission of 
such further particulars as he may specify after satisfying himself that petroleum can be so refined, crakced 
reformed or blended, shall return to the applicant one set of the specifications and plans signed bv him and 
conveying his sanction subject to such conditions as he may specify 

164. Retention of plan.s and specifications.— 

A copy each of the approved plans and specificaiions and containing any alterations sanctioned under Rule 165 
from time to time shall be kept at the refinery 

165. Alterations.— 

(1) No alterations in refinery involving the general arrangement or the design of tanks stills furnaces, plants, 
pump-houses, electric installation or fire-fighting facilities shall be earned out without the previous sanction 
in w nting of the Chief Controller 

(2) 3 he occupier of a refinery wishing to carry out any of the alterations referred to in sub-rule (1) shall submit 
to the Chief Controller an application along with - 

(i) specifications and plans, m triplicate, showing proposed alterations together with reason therefor, 
and 

(ii) a scrutiny fee of rupees fiftv’ paid m the manner prescribed in Rule 13 

(3) The Chief Controller on receiving the specifications and plans lor the alterations and reasons therefor, may 
require submission of such further particulars as he may spccifv' and after satisfying himself that the 
proposed alterations can be carried out. return to the applicant one copv ol the specifications and plans 
signed by him and conveying his approval subject to such conditions as he ma\ presenbe 

166. Use of fire-proof materials.— 

All buildings and facihUes in wluch petroleum is handled shall be built of fire-proof materials 

167. Situations of storage tanks — 

No storage tanks for petroleum shall be situated nearer than 9t) metres to any still, boiler or fui nance 

Provided this rule shall not apply to a storage tank containing petroleum Class C for use as a fuel for a boiler and 
such a storage tank shall not be larger than is necessary to conserve 24 hours fuel for the fire which it serv ices 

168. Situation of storage tanks and facilities for liquefied petroleum gases.— 

No storage tank or filling facility for liquefied petroleum gases shall be nearer than 90 metres to any still, boiler or 
furnace or nearer than 30 metres to any storage lank, pump-house or any lacility for the blending oi filling ol peti oleum or 
to any protected work 

169. Situation of flare,— 

No flare shall be situated nearer than 90 metres to any tank, still pump-house or any facility for the refining 
cracking, reforming, blending, storage for handling of petroleum or liquefied petroleum gas, otltcr than knockout dmm and 
condensate rccoy cry' pump attached to such flare 
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170 Drainage.— 

(1) Adequate arrangements shall be made to ensure that effluents and drainage passing from the refinery docs 
not cause pollution of rivers, irrigation channels water reservoir or foreshore and docs not harmfully affect 
animal or vegetable life in any way. 

(2) Effluent drainage from pump-houses to all other points where oil may be entrained shall be passed through 
an efficient oil interceptor system of adequate size. 

(3) All chemical waste shall be rendered harmless before they leave the refinery area. 

(4) The whole of the sewerage shall be independent of other drainage systems. 

(5) All drains shall be of adequate capacity to prevent any flooding or backing-up and be of such construction 
as to prevent leakage from them to the surrounding grounds 

(6) Drains for carrying waste chemicals shall be of a type which is not affected by the chemicals in question. 

(7) Trash racks shall be fitted to the drains where there is a possibility of rubbish being carried forward and 
forming a plug. 

(8) Manholes shall be provided in closed drains where there is an abrupt change of direcUon and also at 
reasonable intervals in straight sections to permit rod dig. 

(9) When vents arc provided to release gases separated from contaminated effluents in closed drains, they 
shall be sited where they arc unlikely to cause danger or annoyance. 

(10) All drains shall be fitted with fire traps/water seals at smtable points — to prevent the passage of flame 

(11) Where gas traps are provided in the drains they shall be constructed on the upstream side of the oil 
intcrceptros and such gas traps shall be fitted with vents to liberate the gas at such a height that danger or 
annoyance is not caused 

171 Fire and Smoking— 

(1) No fire furnace, source of heat or light capable of igniting inflammable vapors shall be allowed except in the 
firing space of stills and boilers. 

(2) No smoking shall be allowed except in spaces or buildings specially approved for the purpose by the Chief 
Controller. 

172 Permits to carry out maintenance and repair work.— 

(1) No maintenance or repair work and no entry into confined spaces including a closed drain or manhole shall 
be permitted except under and in accordance with the conditions of a written permit as per OISD Standard- 
105 issued by a competent person authorised by the occupier of the refinery. 

(2) The competent person referred to in sub-rule (1) shall, before issuing the permit, satisfy himself by inspecttng 
and testing, whenever necessary, that the conditions of the vessel, site or equipment are entirely safe for the 
work which is to be undertaken and shall specify on the permit the conditions under which the work can be 
carried out safely. 

(3) Permits for carrying out maintenance or repair work shall be issued for liimted and stated ppriod during 
which known conditions will remain safe and such permits shall not be renewed without re-inspcction and 
re-tcsting of the vessel, site or equipment. 

(4) All gas tests for the purpose of issuing a perrmt shall be earned out by suitably trained persons by an 
instrument which is calibrated and checked at such intervals as arc recommended in this behalf by the 
manufacturers of such instrument in the manual of instruction pertaining thereto. 

(5) In the case of vessels which had contained products blended with leaded fluid, the regulations laid down by 
(he suppliers of the fluid shall be fully observed. 

173 Fire Control.— 

(1) Every crude oil refinery shall be fully protected against fire by a well organised and trained fire fighting 
service with necessary matenals and fixed, mobile and portable equipments for fighting fires in line with the 
Oil Industry Safety Directorate’s Standard-116 This will apply to new crude oil refineries/ gas processing 
units: 

Provided that the Chief Controller may permit petroleum to be disposed of otherwise. 
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175 Piwention of danagerfhHiiitatk electricity.— 

Adequate provision shall be made to prevent accumulation of dangerous static charges of electricity. 

176 Warning notice.— 

Warning notice regarding prevention of unauthorised person, naked lights, smoking and other hazards shall be 
displayed prominently at strategic locations in the refinery. 

177 Marking of pipelines and cables.— 

(1) All above-ground pipelines and cables shall be identified by taping, stencilling, colouring distinctively or 
by any other suitable methods. 

(2) All overhead pipelines and cables crossing roads shall be adequately protected against accidental damage. 

(3) Pipelines and valves at loading and discharging berths shall be prominently marked to identify the product. 

(4) The route of all underground cables shall be marked by prominent markers. At least two such markers shall 
be visible from any point on the route of the cable. 

(5) The route of all underground pipelines shall be marked by prominent markers or by any other effective 
means to prevent accidental damage to the pipelines. 

178 Inspections.— 

All plants, instruments and equipnaent including fire-fighting equipment shall be inspected and tested at intervals, 
the frequency depending on practical or other relevant factors, and records of all such inspections shall be maintained. 

179 Safe operations.— 

(1) All operators employed in a refinery shall be adequately trained in the safe qreration of plants and equipment. 

(2) Written procedures shall be established for operators to start up, shut down and gas-free plants or sections 
of plants safely and to take safe action under emergency conditions. 

(3) Checks shall be made at all stages of the operations by supervisors to ensure that vessels and equipment are 
properly isolated of connected up, as required, and to ensure that safety facilities are commissioned as the 
operation proceeds. 

180 Report of Fire.— 

The occurrence of any fire in refinery shall be reported immediately by the person incharge of the refinery for time 
being to the Chief Controller and to the nearest police station. 

181 Ooslog of refinery.— 

If refinery is closed down, the area within the fence surrounding it shall be cleared of all petroleum having flash 
point below 59 degree C as soon as possible. 
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CHAPTER IX 

TETRA ETHYL LEAD MIXTURES 

182. Additions of Ibtra Ethyl Lead Mixtures— 

Tetra ethyl lead shall not be blended with petroleum except in an equipment approved m writing by the Chief 
Controller and in such proportions and under such conditions as may from time to time be determined by him. 

183. Addition ofTetra Ethyl Lead Mixture— 

Tetra ethyl lead shall not be blended except in an equipment approved in wnting by the Chief Controller and in 
quantities not exceeding the limits specified in the relevant Indian Standards specifications. 

184. Prescription of special conditions— 

The Chief Controller may from time to time by a written order prescribe special conditions which shall be observed 
during mixing of petroleum with ethyl flmd, handling of lead petroleum or cleaning or repair of storage tanks which have 
contained leaded petroleum, 

185. Colouration of leaded petroleum— 

Every mixture of petroleum and tetra ethyl lead shall be distinctively coloured before being supplied to the public. 

186. Marketing of receptacles— 

All receptacles other than tank containing a mixture of petroleum and tetra ethyl lead shall, except when the>' are 
in possession of the Defence Forces of the Union, bear a warning in the following terms, namely 

WARNING: THIS SPIRIT CONTAINS LEAD AND SHALL BE USED AS A MOTOR FUEL ONLY. 


CHAPTER X 

TESTING OF PETROLEUM 


187. Drawing of Sample— 

(1) In all cases, the sampling officer shall personally superintend the drawing of the sample and the sample shall 
be drawn in the presence of at least one witness Where the sample is drawn from an original unopened 
receptacle containing petroleum otherwise than m bulk the opening shall be sufficient to admit of the sample 
being rapidly transferred fi-om the receptacle. 

(2) Two bottles, each of a capacity of 1 litre shall be filled to nine-tenths of their capacity with the sample and 
corked. The corks shall be driven home and cut-off level with the neck; and melted sealing wax shall be 
worked into the corks and the bottles shall be efficiently scaled. 

(3) In the case of petroleum imported into India the bottles containing the samples shall, alter being sealed, be 
labelled with the name of the consignee, particulars of the ship or vehicle by which it is imported and such 
other distingmshing marks as may be necessary. 

188. Forwarding and retention of samples— 

One of the bottles referred to in sub-rule (2) or rule 187 shall be preserved for reference in case of need and the 
other shall be forwarded to the testing officer. 

189. Procedure of delivery of samples— 

(1) When the master of, or the agent for, a ship or the agent of the importer has made the declaration required 
under rule 17 or rule 26, the samphng officer shall obtain samples of all the petroleum which is intended to 
land at the port or place of import. If the importer so desires, the sampling officer shall also take samples of 
all the petroleum which is intended to land at any other port or place of import in India : 

Provided that no sample need be taken of petroleum if it is declared to be the petroleum Class A. 

(2) The master of ship or the person for the time being in-charge of the vehicle by which petroleum is imported 
shall deliver to the sampling officer, without charge, samples of every variety of petroleum comprised in the 
petroleum of which samples are to be taken under sub-mle (Ij. Such samples shall, if the sampling officer so 
requires, be taken from the particular receptacles indicated by him. 

Provided that when the petroleum is in cases, samples shall be taken as the landing proceeds. 
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190. Selection of siunplesfroni imported ctrgo— 

The minimum number of samples to be selected from each brand or quality contained in the cargo to be imported 
shall be as follows: 

(i) in cases-one sample for every 10,000 cases or part thereof; 

(ii) in casks or drums, declared to be of uniform quality one sample for every 600 kilolitres or part thereof; 

(iii) in bulk or in tanks one sample from each tank or tank compartment. 

191. Standard test apparatus— 

The standard test apparatus shall: 

(a) agree in every respect with the Indian Standard Specification No. IS'144« (Parti); (P20)or(P21)as rqiplicable 
and for the unit Ixiing in force; and 

(b) have been tested and certified by an officer appointed by the Central Government under sub-section (1) of 
Section 15 of the Act. 

192. Certification of apparatus— 

(1) When any apparatus for determining the flash point of petroleum is submitted to the officer appointed under 
sub-section (1) of Section 15 of the Act for comparison with the standard test apparatus, the officer shall 
exarrrine the apparatus including the thermometers and the barometers or aneroids. 

(2) No certificate shall be granted under Section 16 of the Act if the apparatus, any thermometer or baraometer 
is in any respect outside the tolerances laid down or variations permitted under the Indian Standard 
Specification No. IS-1448 (Part-l). (P20) or (P21). as applicable, and for the time being in force 

(3) A certificate granted under this rule shall be valid for a period of three years. 

193. Register of certificate — 

A register of all certificates granted under Rule 1912 shall be maintained in Form Vby the officer appointed under _ 
sub-section (1) of Section 15 of Act. 

194. Method of test— 

(1) The testing officer shall test the samples in the maimer laid down in the Indian Standard Specification No. IS- 

1148 (Part I): (P. 20) or (P. 21), as applicable, and for the time being in force. 

(2) In all cases at least three samples shall be separately tested, the average of three readings being corrected 
for the thermometer correction, if any, and for the bmometric correction m case of dispute. 

(3) If the average flash point is not lower than 23°C. the whole of the petroleum rqiresented by the samples shall 
be deemed to be petroleum Class B or petroleum Class C according to the average flash point determined by 
the test. 

(4) If the petroleum to be tested is viscous or solid or contains sediments or thickening ingredients, such 
petroleum shall be tested in accordance with the methods specified in the Fifth Schedule. 

195. Procedure when tests show want of unkfomiity— 

(1) If the testiitg officer after testing samples taken from an imported cargo, considers further testing necessary 
to satisfy himself that none of the petroleum is petroleum Class A. He shall report to the Commissioner of 
Customs accordingly. 

(2) On receipt of a report imder sub-rule (1) — 

(a) when the consignment is imported in cases or casks or drums, the Commissioner of Customs shall 
cause the petroleum in question to be landed and stacked in lots of not more than 1,500 cases or casks 
or drums each, or to be discharged into boats each containing not more than 1,500 cases, casks or 
drums, and the sampling officer shall select and deliver to the testing officer one sample for each lot. 

(b) when the consignment is imported in bulk. The sampling officer shall forward a second sample and 
Commissioner of Customs may, until the receipt of the testing Officer s further report, prevent the 
landing of any portion of the contents of the tonk in question or may permit it to be landed as provided 
under Rule 21. 

(c) if the petroleum has already been landed and stored under Rule 21; 

(0 if it is otherwise than in bulk it shall be divided into lots, and samples of each lot shall be selected 

as provided in Clause (a); 
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(ii) if it is in bulk, samples shall be drawn from each separate storage tank containing the petroleum, 

196. Certificate of tests — 


(1) The testing officer shall, as soon as practicable, and ordinarily within twenty-four hours after receipt of 
samples make out a certificate in Form VI and shall forward it in the ease of samples, of petroleum t^en 
on board a ship or a vehicle by which petroleum is imported to the Commissioner of Customs and in the 
case of other samples to the officer submitting the sample. 

(2) The testing officer shall, at the request of any person concerned furnish him with a certified copy of the 
certificate in Form VI on payment of a fee of rupee five. 

197. Fee for inspection and comparison— 

(1) The fee for each inspection of the standard test apparatus shall be rupees five. 

(2) The fee for comparing a privately owned test apparatus with the standard test apparatus shall be as 
follows:— 


Test apparatus 

Barometer 

Thermometer 


Rs 

30 

20 

20 


198. Fee for testing— 

(1) The fee for testing each sample of petroleum shall be rupees tw enty : 

Provided that the aggregate fees chargeable under this sub-rule shall not, in the case of any single consignmcnl 
of petroleum in any one ship, other vessel, tram, place, exceed rupees two hundred. 

(2 ) The fee for re-testing each sample under section 20 of the Act shall be rupees twenty. It shall be refunded 
if the original test is proved to be erroneous. 

198-A. Power to enter, inspect, search and seize— (1) Any , officer, spiccificd in column (I) of the tabic below, may 

within the jurisdiction specified in corresponding entry in column 92 of the said table. 

(a) enter, inspect and search any place where he has reason to believe that any petroleum is being imixirlcd. 
transported, stored, produced, refined or blended or is under transport and inspect all receptacles, plants 
and appliances used in connection therewith in order to ascertain if they arc in accordance with pros isions 
of the Act and of these rules; 

(b) search for petroleum therein; 

(c) take samples for testing of any petroleum found therein and make payments by cash for \ aliic of sample^ 
taken; and 

(d) Seize, detain and remove any petroleum or any material suspected to be petroleum or any equipment ci 
appliances used therein together with connected documents thereof in respect of Inch he has rca'.ons n 
believe that any of the provisions of the act or of these rules have been conliav cned. 

TABLE 


Designation of the Officer 

Unitor Jiirisdiction 

(1) 

( 2 ) 

Chief Controller & Controller of Explosives 

Whole of India 

All District Magistrates 

Their respective Districts 

All Magistrate sub-ordinate to 

Their respective Jurisdiction 

District Magistrate 


Police Officer not below the 

The arch over which their 

rank of an Inspector 

authority extends 
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(2) Whenever any officer other than the Chief Controller, seizes, detains or removes any petroleum or any 
material connected therewith or any coimected documents thereof under this rule, he shall forthwith report 
the fact by telegram to the Chief Controller or the Controller having jurisdiction over the place where 
seizure etc, has taken place and whenever any officer not being the district authority seizes, detains or 
removes any petfoleum or any material connected therewith or any connected documents thereof under 
this rule, he shall forthwith report the fact by telegram to the District Authority connected, who shall 
forthwith report the fact by telegram to the Distnet Authonty connected, who shall intimate the facts of the 
case to the Chief Controller or the Controller having jurisdiction. 

(3) Whenever any samples are taken in aecordance with this rule they shall be tested in accordance with the 
relevant provisions of Chapter X of these rules 

(4) Whenever any petroleum is seized under this rale, it shall be stored, under adequate guard until examination 
by Chief Controller or Controller of Explosives and receipt of instructions from him as to its disposal 

(5) Whenever searches arc made under this rale the same shall be earned out in accordance with the provisions 
of the Code of Cnminal Procedure, 1973 (2 of 1974). All officers of the police and district authorities shall 
assist the Chief Controller of Explosives in the execution of the Act and rales. 

(6) Whenever any person by himself or any person in his employment voluntarily obstructs or offers any 
resistance to or otherwise interferes with or refuses or fails to give or willfully gives false or misleading 
information to the officer duly appointed under this rule who is acting in accordance with his duty there¬ 
under such person shall be deemed to have committed an offence under the Act 

198-B. Destruction of petroleum — 

The Chief Controller or Controller of Explosives may destroy any petroleum or any material or equipment 
connected in respect of which the Chief Controller or Controller of Explosives has reason to believe that any of the 
provisions of the Act or of these rales have been contravened or which in his opinion is no longer fit for storage, transport 
or use. The petroleum shall be destroyed at the expenses of the licensee or the occpier of the premises, as the case may be. 

CHAPTEBXI 
NOTICEOF ACCIDENT 

199. Notice of Accident— 

(1) The notice of an accident required to be given under Section 27 of the Act shall be given fortwith— 

(a) to the Chief Controller by telegram [Telegraphic address-'Explosives Nagpur’l followed within 24 
hours by a letter giving particulars of the occurence, and 

(b) to the officer-in-charge of the nearest police staUon by the quickest means of communication 

(2) Pending the visit of the Chief Controller or his representaUve, or until instruction is received from the Chief 
Controller that he does not wish any further investigation or inquiry to be made, all wreckage and debris 
shall be left untouched except in so far as it’s removal may be necessary for the rescue of persons injured 
and recovery of the bodies of any persons killed by the accident or in the case of Railways for the 
restoration of through communication. 

CHAPTERXn 

EXEMPTION 


200. Power to exempt— 

The Central Government may, on the recommendation of the Chief Controller, in exceptional cases, by order, 
exempt any class or classes of petroleum from all or any of the provisions of these rales, on such conditions, if any, as may 
be specified in the order. 

201. Repeal and savings— 

(1) The Pctrolum Roles. 1976, are hereby repealed. 

(2) Notwithstanding such repeal— 

(i) all licences or duplicates granted or renewed under the said rules and all fees imposed or leivcd shall 

be deemed to have been granted, renewed, imposed or levied, as the case may be under the 
corresponding provisions of Chapter 1 of the Act. and 
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(ii) all aiq)rovals given and all powers conferred by or under any notification or rule shall, so far as they 
are consistent with the act and [Chapter I of the Act], be deemed to have been given or confened by 
or under Chapter I of Act. 

SECOND SCHEDULE 
FORM I 

(See rules 1 7 and 26) 

Declaration to be made by the Master or agent of ship carrying petroleum by sea before entering port or by the importer 

or his agent before importing petroleum by land 

Name of ship 


Particulars of the carriage 

Name of Petroleum Total quantity Quantity of Remarks 

in the ship or petroleum to be 

carriage landed in india 

Name of port or 
place of import 


Petroleum Class A which can be used 
in an internal combustion engine 


Other Petroleum 
Class A 


Petroleum 
Class B 

Petroleum 
Class C 

Signature of Master or agent of the ship 


Signature of importer or his agent 

PORMn 

{See rules 19 and 26) 

1 hereby declare that 1 propose to store the following consignment of petroleum arriving per.(name of 

ship or particulars of carriage) in.(name of port or place of Import) on or about.(date, 

month, year) at the storage tanks or sheds, particulars of which arc given in item (i) and (ii) of col. (1) of the statement below 
and I certify that the capacity and shown as available in item (iii) of the said column are duly licenced for the storage of 
petroleum in question. 

Signature of import or his agent 


Dated the. 


SIAIEMENT 


Petroleum Petroleum Petroleum 
Class A Class B Class C 


A (i) Total licensed capacity of storage tanks. 

(ii) Total capacity available in storage tanks. 

(lii) Capacity to be utilised by present consignment. 


Description of Import 
and storage capacity 
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B (i) Total licensed capacity of storage sheds. 

(ii) Total capacity available in storage sheds. 

(Ill) Capactiy to be utilised by present consignment 

FORM III 

(See rule 33 and Art I oj the First Schedule) 

Licence for the carnage of petroleum in bulk by water. 

Licence No . FeeRs 

The vessel desenbed below is hereby licensed for the carnage of petroleum in bulk by water under rule 3 3 of Petroleum Act, 
! 934 in the vessel described below subject to the provisions of Petroleum Act, 1934 and the rule made thereunder and to the 
further condition of this licence. 

The licence shall remain inforce till the. date of.nineteen 


Description of the licensed vc.sscl 

NamcoTVfcssel. 

Official number. 

Gross tonnage. 

Name and address of owners. 


Licensing Authority 


The licence is liable to be cancelled if the licensed vessel when inspected is not found to be conforming to the descriptions 
and conditions attached hereto and 1 contravention of any rules and conditions under which this licence is granted is also 
punishable for the first offence with simple imprisonment which may extend to one month, with fine which may extend to 
one thousand nipccs, or with both and for every such subsequent offence with simple imprisonment which may extend to 
three months, or with fine which may extend to five thousand rupees, or with both. 

Conditions 


(1) thefollowing* part of the vessel 


(2) the following manner** that is to say 


* One year from the date of issue. 

* * The parts of the vessel and the manner of storage to be specified in details by the licensing authority 


in consultation with the Chief Controller of Explosives. 

FORM IV 

(See rule 192) 

Certificate of Apparatus 

.Apparams Marked 

No .Maker’s 

Name. Slide No. 

.Thermometer 

No.Oil Cup No. Water Bath Cup 

No. 
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The above apparatus including the thermometers having been submitted for verification with the Standard Test Apparatus 
were compared by me on.and found to agree with it withm the prescribed limits 

The following corrections arc necessary to the thermometer and barometer or aneroid readings : 

Thermometer No . . . . 

Barometer No. 

This certificate IS valid for a period ofthree years from the . . . 

Date. 

Reference. 

Signature and designation of the Officer 
appointed under Section 15(1) 
of the Petroleum Act, 1934 


FORM V 
(See rule 193) 

Register of Certificate Apparatus 


Serial 

No. 


Owner... 

Marks.... 


Designation of Place at which Number and Contents Date on which 

officer by whom the apparatus date engraved of certificate 

the apparatus is indended on the certificate will cease 

has been tested to be used apparatus to be Valid 

FORM VI 
[See rule 196] 

Certificate of tests of Petroleum 


Test (1) . 

( 2 ) . 

(3) . 

Average.Thermometer 

Correction . 

The sample is. 

Petroleum and (in the case of petroleum Class B) has a flash point of. 

Place Testing Olficer.... 

Date. 

Form Vn 

[See rules 143,148 and 149] 

Application for the grant/amendmcnt/rencw al/transfer of the licence 
Documents listed overleaf must be submitted with this application 

Part A. To be filled in and signed by the applicant 

1. Applicant’s name and full postal address 

2. Particulars efthe vehicle in which. 

Petroleum is proposed to be transported 

(i) Make and Model. 

(ii) Engine Number. 

(iii) Chassis Number.. 

(iv) Registered Number.. 
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(v) Date up to which the vehicle 

is registered. 

(vi) Name and full postal address 

of the registered owner.. 

(vii) Number of compartments and 
certified capacity in kilohtres 

of each compartment. 

Compartment 1 2 3 4 5 6 7 Total Capacity in kilolitres 

No. 

Capacity in kilolitres 

(viu) Class or classes of petroleum proposed to 

be transported in the vehicle described above . 

(ix) Number and date of approval of the design 

drawing of the vehicle by the Chief Controller of 

Explosives . 

3 Does the tank vehicle described above fully 
conform to the requirements laid down in 
Third Schedule to the Petroleum Rules 2000 
and arc the design drawings approved by 

the Chief Controller of Explosives ? . 

FORMVn-A 

(See rules 143,148 and 149) 

Application for grant/amcndcmcnt/renewal of a licence to transport petroleum Class A/B in bulk on land for 
fuelling of aircraft, heavy vehicles/machineries and stationery equipment by a mechanically propelled vehicle viz. Refueller, 

Documents listed overleaf must be submitted with this application. 

PART-A To be filled in and signed by the applicant 

1 Applicant's name and full . 

Postal Address . 

2. Particul ars of the vehicle in which . 

petroleum is proposed to be transported 
for on-sitc fuelling of aircraft, heavy 
vehiclcs/machincrics and stationery 
equipment. 

(i) Make and Model . 

(ii) Engine Number . 

(m) Chassis Number .. 

(iv) ’ Registeration Number . 

(v) ULWandRLW . 

(vi) Date upto which the vehicle is registered . 

(vu) Name and full postal address of the registered . 

owner 

(viu) No. of compartments and certified capacity in . 

kilolitres of each compartment 


Compartment 


Total Capacity in Kilolitres 
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Capacity in Kilolitres 

(ix) Class of petroleum proposed to be transported in the vehicle described above 

(x) Number and date of approval of the design drawing of the vehicle by the Chief Controller of Explosives. 

3 Does the tank vehicles described above fully conform to the requirements laid down in Third Schedule of the 
Petroleum Rules 2000 and are the design drawings approved by the Chief Controller of Explosives ? 

4. Full Postal Address of the place where the vehicle number of the installation where the vehicle shall be loaded. 

In case of service station, number and date of the letter under which the specifically prepared loading are attached 
to the service station has been approved. 

5 Name and full postal address of users and of the place where the vehicle normally will be transporting petroleum 
class A/B for the purpose of the on-site refuelUng of aircrafts.heavy vchicles/machmeries, stationery/cquipment. Particulars 
of heavy vehicles which are proposed to be refuelled by the vehicle. 

I/we declare that the particulars given above have been checked up by me/us and are correct. I/We undertake of 
transport petroleum by the vehicle, particulars of which arc given above. In accordance with the provisions of the petroleum 
Act, 1934, and the rules framed thereunder and any other law or mlcs for the time being in force. 1/We understand that any 
contravention of the said Act and the Rules framed thereunder is punishable for the first offence with simple imprisonment 
which may extend to one month or with fine which may extend to one thousand rupees or with both and for every 
subsequent offence with simple impnsonment which may extend to three months or with fine which may extend to five 
thousand rupees or with both. 

Date ■ 

Place . Signature of the applicant. 


Part-U 

To be filled in duly signed by the recongnised engineer 

1 certify that the vehicle, the particulars of which are given m Part A of this form, has been examined and tested by 

me and found to be fully conforming to the particulars shown in approved drawing no. 

dated.complying with the reqmremcnts laid down in the third Schedule to the Petroleum Rules. 2000. 


Name. 

Recognised. 

Qualification. 

Full postal address. 

Place. . 

Date. Signature 

Documents required to be submitted with this application 
1 Four copies of drawing approved under sub-rule 3 of rule 63. 

2. Required amount of li cence fee to be paid in the manner specified in Rule 3 

3 Original hcence (only in case of rencwal/amendment). 

4 Four copies of site plan showing area of operations (only in case vehicle is used for on-site fuelling of the heavy 
\ chiclc/machinerics and stationery equipment) 

?. List of heavy vehicles/machineries and stationery equipments whose tanks require filling/rcplacement. 

6. Four copies of plans premises approved for loading the vehicles under rule 76(1) provision (c). 

Authorised Carrying Capacity 

Compartment Number 1 2 3 4 Total Capacity in Kilolitres 


Capacity in Kilolitres 
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SPACE FORENDORSEMENTOFRENEWALS 

(The licence shall be renewable without any concessional in fee for the maximum period upto three years). 

Date of renewal Date of Expiry Signature and office stamp of 

licensing authority 


This licence is liable to be cancelled if the licensed vehicle is not found conforming to the specification given in the 
Third Schedule or for the contravention of any of the rules and conditions under which this licence is granted and the 
holder of this licence is also punishable for the first offence with simple imprisonment which may extend to one month or 
with fine which may extend to one thousand rapecs, or with both and for every subsequent offence with simple imprisonment 
which may extend to three months, or with fine which may extend to five thousand rupees, or with both. 

FORMVin 

(See rules 143,148,149 and 157) 

Application for the grant/amendment renewal/transfer of 
licence to import and store petroleum 

Documents listed overleaf must be enclosed with this application, if it is for 
the grant of a licence in Forms XII, XIII,XIV or in Special Form 

The replies to be given in this Column 

1 Applicant's name . 

Applicant’s calling . 

Applicant’s full 

postal address . 

2 Situation of the premises where . 

petroleum is to be stored . 

State . 

District . 

Town . 

Police Station . 

Nearest railway station . 

3 Quantity (in litres) of petroleum proposed to be imported and stored; 

(i) Petroleum Class A- . 

(a) In bulk 2 " . 

(b) Not in bulk 2 . 

(c) Total . 

(ii) Petroleum Class B . 

(a) In bulk 2 . 

(b) Not in bulk 2 . 

(c) Total . 

(iii) Petroleum Class C - 

(a) In bulk 2 . . 

(b) Not in bulk 2 . 

(c) Total . 

Total of all classes of petrolaim 
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4. Quantity in litres of petroleum already stored in the prem i ses: 

(i) Petroleum Class A- 

(a) Inbulk2 

(b) Not in bulk 2 . 

(c) Total 

(ii) Petroleum Class B - 

(a) In bulk 2 . 

(b) Not in bulk 2 . 

(c) Total . 

(lii) Petroleum Class C - 

(a) In bulk 2 . 

(b) Not in bulk 2 . 

(c) Total . 

Total of all classes of petroleum . . 

5. Number of licence held for the premises and the full 

name of the holder of the licence. . 

1 hereby declare that the statements made above have been checked up by me and are true and I undertaken to 
abide by the terms and conditions of the licence which will be granted to me. 

Date of application Signature and designation of the applicant. 

1. Where the application is made on behalf of a company, the name and address of the company and the name of 
the manager or agent should be given and the application should be signed by him. Every change in the name of the 
manager or agent shall be forthwith intimated to, and his specimen signature filed with, the licensing authority. 

2 “In bulk" means is tanks or receptacles exceeding 1.000 litres in capacity “Not in bulk” means in approved 
containers not exceeding 1,000 litres in capacity. 

Documents required to be submitted with this application Form A— 

Licence in Forms XII, XIQ, XIV or in special Forms 

(i) For copies of specifications and plans approved under sub-rule (5) of rule 131 or sub-rule 148, as the case 
may be (Not required for renewal and transfer of a licence without Amendment) 

(ii) Licence together with approved plan and specifications attached thereto. (Not required for the first grant of 
licence) 

(lii) “No objection Certificate” from the District Authority. 

(Not required for renewal, transfer and Amendment of a licence without any change in the site of the 
licensed premises). 

(iv) Requisite amount of fees for the grant, amendment, or transfer of a licence paid in the manner specific in Rule 
13. 

(v) A certificate of tank testing if required under Rule 12 

(vi) A certificate of safety if required under rule 130. 

FORM VIII-A 

[See rules 143,148 and 149] 

App'ication for the grant/amendment/renewal of a licence to decant kerosene 
(petroleum Class B) from mechanically-propelled vehicles in containers 

Replies to be given in this column 


1. 


Applicant’s name 
Applicant’s calling 
Applicant’s full postal address 
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Particulars of the vehicle in which kerosene (petroleum Class B) is to be transported: 
1. Registration No : 

2 LicenccNo. under the Petroleum Rules, 2000 

3 Validity of the licence: 

4. Name and address of licensee : 

Area of operation for which licence is required: 

State (1) 

State (2) .''"Z'L ' 

District/City/TownA/illage/Street/Road/Police Station 
Location of premises where kerosene container is to be stored: 

Municipal Corporation/Panchayat No. 

Name and address of the occupant: 

Has the applicant been appointed agent/dealer of 
oil company. 

If, yes, please give name of the Oil company and 
reference no. and date of appointment. 


[Pari II—Sec. 3(i)] 


I hereby declare that the particulars have been checked up by me and arc true and I undertake to abide by the terms 
and conditions of the licence which will be granted to me. 


Date of application: Signature of the applicant 

Notes: 1 When the application is made on behalf of the company, the name of the manager or agent should be given and 
the application should be signed by him. Every change in the name of manager or agent shall be forthwith 
intimated to, and his specimen signature filed with, the licensing authority, 

2. Application shall be made in respect of not more than two areas of operation and decantation of kerosene will 
be done in due area at a time 

FORMK 

[See Art 2 of the First Schedule] 

Licence to transport petroloim Class A or petroleum Class B in hulk on land by mechanically propelled vehicles 

Licence No. Fee Rs. 100 00 

Licence is hen±y grantedto.to transport 

petroleum in bulk on land by the vehicle as described below subject to the provisions of the Petroleum Aet, 1934 and the 
rules made thereunder and to the Ilirther conditions of this licence. 


This licence will remain valid up to the.day of. 


Date of 


Chief Controller of Explosives 


DESCRIPTlONOFTHEVEfflCLE 


Make and model. Engine Number.. 

Chassis number.. Registration number. 

Name of the. Registered owner. 

Class(es) of petroleum authorized to be carried in vehicle.authorized carrying capacity of the tank 

and compartments 


Chassis number. 
Name of the. 


Compartment No. 


Total Capacity in kilolitres 


Capacity in kilolitres 
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1 One year from the date of issue 

The licence is liable to be cancelled if the licensed vehicle is not found to be conforming to the specification given 
in the Third Schedule or for the contravention of any of the rules and conditions under which this licence is granted and 
the holder of this licence is also punishable for the first offence with simple imprisonment which may extend to one month, 
with fine which may extend to one thousand rupees, or with both and for every such subsequent offence with simple 
imprisonment which may extend to three months, or with fine which may extend to five thousand rupees, or with both. 

CONDITIONS 

1 The licence or its authenticated copy shall at all times be kept in the licensed vehicle and produced on demand 
by an inspector. 

2 Only responsible persons who arc conversant with the conditions of this licence shall be employed for driving 
the licensed vehicle or attending to it. 

3. The licensed vehicle shall be constantly attended toby a responsible person and by at least two persons while 
it is transporting petroleum exceeding 5 kilolitres or tow'ing another vehicle . 

Provided that the licensed vehicle may. if its tanks and compartments arc empty, be left unattended m a place 
approved for the purpose m writing, by the Chief Controller. 

4. The licensed vehicle shall at all times carry 

(a) a portable fire extinguisher of capacity not less than 9 litres and suitable for extinguishing oil fires, the 
extinguisher shall be kept unlocked at an easily accessible position which shall be away from the discharge 
faucets of the vehicle; 

(b) a separate oil Ught and electrically continuous hose for each class of petroleum it is carrying, the hoses shall 
have at each end oil-light coupling to match the discharge faucet of the licenses vehicle and the inlet pipe 
into which the petroleum carried in the vehicles it to be unloaded; 

(c) a strong and flexible for electrical bonding; the cable shall be at least 5 metres long and shall ha\'c at each end 
lest 5 metres long and shall have at each end a suitable clamp or clip. 

5 . The licensed vehicle shall not be loaded or unloaded except in a place approved for the purpose, i n u riling, by 
the Chief Controller: 

Provided that the licensed vehicle may be unloaded at any other place with all due precautions and under 
adequate supervision if such unloading is necessitated by an accident or breakdown 

6- Petroleum earned in the licensed vehicle shall not be directly transferred into any container or into the fuel lank 
of any motor conveyance or an internal combustion engine. 

7. The licenses vehicle shall not be loaded if any tank or compartment, pipe valve, emergency discharge control or 
any safety fitting becomes leaky, defective or otherwise insecure until necessary repairs have been carried out sntisfactorih. 
and in the event of any leak in the tanks or compartments, until the leak is thoroughly repaired and all the tanks and 
compartments pass the test specified in clause 5 of the Third Schedule to the petroleum Rules. 

8 Before petroleum is loaded into or unloaded from the licensed vehicle— 

(a) its engine shall be stopped and the battery shall be isolated by a proper switch or othcn\isc. 

(b) its wheels shall be secured by brakes or by scotching and in the case of animal drawn v chicles, animals shall 
be unhitched and removed; 

(c) its chassis shall be electrically bonded by a cable with the pipe into or from which it is to be unloaded or 
loaded; 
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(d) 


the correct filling or discharge hose shaH be selected and 


E^artU—Sec 3(i)] 
connected by oil-tight coupling at both ends; 


(e) a responsible person shall be in attendance and remain so until loading or unloading is over and the tanks 

and compartments have been scaled. 


9. Except when called upon the traffic signals or required by an Inspector or a Sampling Officer, the licensed vehicle 
shall not stop on any road, congested area or a place which is not a place approved m writing, under these mles for loadmg, 
unloading or stabling of such vehicles. 

10 . No smoking and no fire or artificial light or any article capable of igniting inflammable vapour sliall be allowed 
on the licensed vehicle. 


11 The licensed vehicle shall not be used for carr>'ing passenger or any article other than petroleum. 

12. The licensed vehicle shall not be allowed to be repaired by welding, soldering, brazing, or hot riveting until its 
tanks, compartments, pipes and valves have been thoroughly cleaned and examined by a competent person and certified by 
him in wnUng to be free from inflammable vapour or oil. 

13 No alteration in the licensed vehicle or its safety fittings shall be carried out without the previous sanction in 
writing of the licensing authority. Such alterations so sanctioned shall be endorsed on this licence by an amendment. 

14. Every facility shall be given at all reasonable time to any inspector or samplmg officer for ascertaining that the 
rules and the conditions of this licence are dully observed or for drawing samples 

15. Any accident, fire or explosion occurring in the licensed vehicle, which is attended with loss of human life or 
serious injury to person or propety shall be immediately reported to the nearest Magistrate or to the officer-mcharge of the 
nearest police station having jurisdiction and by telegram to the Chief Controller of Explosives (Telegraphic address 
“EXPLOSIVES, NAGPUR"). 

Additional conditions for the carriage of Petroleum Class A along with any 
other class of petroleum in the same vehicle covered by this licence 

(a) Two capital letters “ML", each not less than 10 cm. square shall be pnnted in a conspicuous colour in each 
side and the rear of the licensed vehicle. 

(b) The filling pipe, discharge faucet and the vent pipe of the one compartment shall not be interconnected by 
manifolding or otherwise with the filling pipe, discharge faucet or vent pipe of any other compartment 

(c) A metal band not less than 2.5 cm wide, coloured red and bearing embossed or printed words “Motor Spirit” 
shall be securely attached to fill the pipe and discharge faucet of each compartment carrying petroleum 
Class A A similar metal band, coloured green blue or grey and bearing embossed or printed words describing 
the class of petroleum shall be securely attached to fill the pipe and discharge faucet of each compartment 
carrying such other class of petroleum. 

(d) Separate hoses for each class of petroleum shall at all tunes be carried in the licenses vehicle. Hoses for each 
class or petroleum shall have securely attached to it disUncitvely coloured and marked identification bands 
as prescribed under additional conditions No (c) for filling pipe and discharge faucet. 

(e) Petroleum carried in the licensed vehicle shall not be unloaded except into the underground tanks, of a 
service station. 
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Space For Endorsement of Alteratiom 
(See condition 13) 

Senal Description of Date of sanctioning Signature of 

number alteration alteration licensing authority 


FORM X 

(See Art 3 of the First Schedule) 

Licence to import and store petroleum Class A in quantity not exceeding 
300 litres in a storage shed or approved bin. 

Licence No. FeeRs. 

Licence is hereby granted to.valid only for the 

importation and storage of.litres irf petroleum Class A in the premises described below, 

subject to the provisions of the Petroleum Act, 1934, and the rules made thereunder and to the further conditions of this 
licence. 

The licence shall remain in force up to the 31st day of December 20. 

Tlic.20.District Authority. 

Description and location of the licensed premises. 

Storage Shed 

The licenced premises consists of.. 

an approved bin of type approved 
by the Chief Controller 

and is situated at. 

House Number/Name of StreetA^illage or Town/Police Station/District. 

Space for Endorsement of Renewals 


This licence shall be renewable 

Date of 

Date of 

Signature and 

without any concession m fee 

renewal 

expirty 

office stamp 

for three years in the absence 
of contravention of the 
provisions of the Petroleum 

Act, 1934. or of the rules 
framed thereunder or of the 
conditions of this licence 


of licence 

of the licensing 
authority 


This licence is liable be cancelled if the licensed premises are not found conforming to the description and 
condition attached hereto and contravention of any rules and conditions under which this licence is granted and the holder 
of this licence is punishable for the first offence with simple impresonment which may extend to one months, or with fine 
which ma\' extend to one thousand rupees, or with both and for every such subsequent offence with simple imprisonment 
w hich ma> extend to three months, or with fine which may extend to five thousand rupees, or with both. 


GI/2001 —10A 
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CONDraON 

I Petroleum Class A shall be stored only;— 

( 1 ) in a storage shed constructed of suitable non-combustible materials on private ground, the doors and 
rvindows may be of wood; or 

(ii) in a properly ventilated iron bin of a design approved by the Chief Controller and placed on private ground 

in the open air. 

2. The storage shed shall be adequately ventilated near the ground level and also near the roof. The \'cntilators 
shall be pro\'idcd v>ith two layers of non- corroding metal wire gauze having not less than 11 meshes per linear centimetre. 

3. The storage shed shall not form part, or be attached to any building in which any person resides or works or 
where persons assemble for any purpose unless it is separated therefrom by a substantial roof and partition—wall of 
masonry construction having no openings therein. 

4. The storage shed if in any building, shall be situated under any staircase or under any other means of exit likely 
to be required to be used for escape in case of fire. 

5. Any tw’o storage shed or bins or other storage premises not more than six metres apart shall be deemed to one 
storage shed. 

6. No alternations shall be carried out in the storage shed or bin without the previous sanction in writing of the 
licensing authority. 

7. If the licensing authority calls upon the holder of a licence, by a notice in writing to execute any repairs to the 
storage shed, which are, in the opinion of such authority necessary for the safety of the shed, the holder of the licence shall 
c.xccute the repairs within such period as may be fixed by the notice. 

8. All empty receptacles which have contained petroleum Class A shall except when they are opened for the 
purpose of cleaning them and rendering them free from petroleum vapour be kept securely closed unless they have been 
throughly cleaned and free from petroleum vapour. 

9. No receptacles shall be repaired on the premises and no person shall repair or cause to be repaired any 
receptacle in which to his knowledge, any p^roleum Class A is or has been kept until he h^ taken all reasonable precautions 
to ensure that the receptacle has been rendered free from such petroleum and any inflammable vapour. 

10. Adequate precautions shall be taken at all times for the prevention of accident by fire or explosion. 

11. Every care shall be taken to prevent any petroleum Class A escaping into any drain, sewer, harbour, river or 
watercourse or a public road. 

12. Adequate precautions shall be taken to prevent unauthorized persons having access to a petroleum Class A 
kept and to the vessel which contains or has contained such petroleum. 

13. The liccncce shall keep daily records and accounts of all receipts and issues of petroleum in such form as the 
licensing authority may from time to time prescribe and shall exhibit his stock and records to an in^xxtor or sampling ofilcer 
on demand. 

14. Any accident by fire or explosion, occurring within the licenses premises, which is attended mth loss of human 
life or serious injury to person or property shall be reported to the nearest Magistrate or to the officer in charge of the 
nearest police station and to the Chief ConuoUer of Explosives, Nagpur, immediately and by telegraph or telephone where 
such means of commtmication arc available. 

1 5. Free access to the licenses premises shall be given at all reasonable times to any inspector or sampling officer 
and every facility shall be afforded to such officer for ascentaining that the rules and the conditions of this licence are duly 
observed. 


..n GI/2001—10B 
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FORMXI 

(See Art 4 of the Flrtt Schedule) 

Licence to inqxirt and store petroleum Class B otherwise than in bulk in quantity not exceeding 20,000 litres 

Licence No. FeeRs. 

Licence is hereby granted to.valid only for the importation and storage 

of. .litres of petroleum Class A in the premises described below subject to the provisions of 

the Petroleum Act, 1934, and the rules made thereunder and to the fiirther conditions of this licence. 

The licence shall remain in force till the 31st day of December, “December, 20. 

The.20. 

Description of the Licensed Premises 

This licensed premises, consists of storage shed and is situated at. 

(House No. or Plot No.) (Name of Street) (Town or village) (Police Station) 

(District) 



Space for Endorsement of Renewals 


This licence shall be renewable 

Date of 

Date of 

Signature and office 

for three years without any 

renewal 

expiry 

stamp of the 

concession in fee, in the 
absence of contravention 
ofthe Petroleum Act, 1934, 
or of the rules made thereunder 
or of the conditions of this licence 


of licence 

licensing authority 


This licence is liable to be cancelled if the licensed premises are not found conforming to the description and 
condition attached hereto and for contravention of any of the rules and conditions under which this licence is granted and 
the holder of this licence is also punishable for the first offence with simple imprisonment which may extend to one month, 
or with fine which may extend to one thousand rupees, or with both and for every such subsequent olTcncc with simple 
imprisonment which may extend to three months, or with fine which may extend to five thousand rupees, or with both. 
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coNDmor« 

1. Petroleum shall be stored in the licensed storage shed which shall be constructed of suitable non-combustible 
material, but the beams, rafts, columns, doors and windows may be of wood. The floor of the storage shed shall be suitably 
finished to form a sump or enclosure not more than thirty centimetres deep and capable of receiving and retaining, in case 
of any accident or emergency, a volume of not less than half of the quantity allowed under the licence. 

2 The storage shed shall not form part of, or be attached to, any building in which any person resides or works or 
\\ here persons assemble for any purpose unless it is separated therefrom by a substantial floor or partition which is 
constnictcd of uninflammable material and has no openings in it. 

3 The storage shed if in any building, shall not be situated under any staireasc or under any other means of exit 
likely to be required to be used for escape in case of fire. 

4 No alterations shall be carried out in the storage shed without the pres ious sanction m writing of the licensing 
authority. 

If Ihc licensing authority calls upon the holder of a licence, by a notice in writing to execute any repairs to the 
storage shed, which may, in the opinion of such authority neccssaiy be for the safety ot the shed, the holder of the licence 
shall c.xccutc the repairs within such period, not being less than one months from the date of receipt of the notice, as may 
he fi.NCd b> the notice. 

f) Any two storage sheds not more than three metres apart shall be deemed to be one storage shed. 

7 Petroleum Class B shall be packed in air-tight tins or drums of approA'cd type or in other receptacles not easily 

broken. 


8 The dnim or other receptacle containing petroleum shall only be opened in the licensed premises and for the time 
necessary for drawing off the petroleum and during such drawing off every reasonable precaution shall be adopted for 
prer eiitmg the escape of petroleum or the vapour therefrom. 

b Adequate precautions shall be taken to prevent unauthon /.cd persons having access to any pet rolcum kept and 
to any rcccpiticlcs which contain or have contained petroleum. 

It). Adequate precautions shall be taken at all times for the prevention of accident by fire or explosion 

11. Er cry care shall be taken to prevent any petroleum escaping into any drain, sewer, harbour, riier. w atercourse 
or public road. 

12. The licensee shall keep daily records and accounts of all receipts and issues of petroleum in such form as the 
licensing authonty may from time to lime presaibe and shall exhibit his stock and records to an inspector or sampling officer 
on demand 

17 Any accident, fire or explosion, within the licensed premises, which is attended with loss of human life or 
serious m)ur> to person or property shall be immediately reported to the nearest Magistrate or to the officer-in-charge of the 
nearest police station and by telegram to the Chief Controller of Explosives (Telegraphic address “EXPLOSIVES. NAGPUR ). 

14 Free access to the licensed premises shall be given at all reasonable times to any inspector or sampling officer 
and cverv facility shall be afforded to such officer for ascertaining that the niles and the conditions of this licence are duly 
obscr\cd. 
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FORMXn 

[See Article S of the First Schedule] 

Licence to store petroleum in a tank or tanks in connection with 
pump outfit forfuelling motor conveyances 

Licence No. Fee Rs. 

Licence is hereby granted to.valid only for the storage 

of.kilolitres of petroleum Class A and..kilolitres of 

petroleum Class B/C in tank (tanks) in the licensed premises described below and shown on the plan 

No..dated.hereto attached subject to the provisions of the Petroleum Act, 

1934, and the rules framed thereunder and to the further conditions of this licence. 

The licence shall remain in force tiU the 31 st dty of December, 20. 

The.20. 


Controller of Explosives 
(Circle) 


Detcriptipa of the Licensed Premises 

The licensed premises, the boundaries of which are shown in the attached plan, are situated 
at.and consist of.. 


(a) .numbcifs) underground gas tanks of 

capacity.kilohtres each respectively for petroleum Class A connected 

with.number(s) electrically/ manually operated 

dispensing pumps(s). 

(b) ..Number(s) underground gas-tight tanks of 

capacity..kilolitres each/ rcqjectively for the petroleum Class B/C connected 

with..numberfs) electiicaly/manually operated dispensing pumpsfs). 

(c) A sales room/kiosk. 


(d) Servicing facilities consisting of 


Space for endorsement of renewals 


This licence shall be renewable 

Date of 

Date of 

Signature and 

without any concession in fee 

renewal 

expiry 

office stamp 

for three years in the absence 
of contravention of the 
provisions of the Petroleum 

Act, 1934, or of the rules 
framed thereunder or of the 
conditions of this licence 


of licence 

of the licensing 
authority 


This licence is liable to be cancelled if the licensed premises arc not found conforming to the description given 
or the approved plan attached hereto or to the conditions under which this licence is granted and the holder of this licence 
is also punishable for the first offence with simple imprisonment which may extend to one month, or with fine which may 
extend to one thousand rupees, or with both and for every subsequent offence with simple imprisonment which may 
extend to three months, or with fine which may extend to five thousand rupees, or with both. 

CONDITIONS 

1. The petroleum shall be stored only in one or more underground gaslight tanks of capacity and in the position 
shown in the approved plan attached hereto. 

2. Every tank shall be outside any building and placed in a masonry or concrete pit and packed around with sand, 
earth or clay so that no air space is left between the tank and the masonry or concrete pit and the tank is not visible, such 
a masonry or concrete pit shall not be obligatory if the tank is a welded one and tested up to pressure of 0.25 kg per square 
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ccntimentre and is buried and is on a private, leased or rented land and no part of the tank is less than 1.5 metres from any 
point of the marked boundary of the premises in the approved plan attached hereto. 

3. The space over the buried tank(s) shall not be used for any purpose other than — 

4. There shall be no openings in any tank other than those necessary for the introduction or removal of the 
petroleum or for ventilating or dipping the tank. The filling and dipping pipes shall be carried down nearly to the bottom 
of the tank. 

5. Every tank shall be fitted with an independent vent pipe leading into the open air. The vent pipe shall be 
securely supported and shall not be less than 4 metres from any adjoining land or property or from the nearest opening of 
the sales room/kiosk or any other facility in which sources of fire are likely to be present. Vent pipe of any tank shall not be 
intercoimected with the vent pipe of another tank. The open end of every vent pipe shall be covered with two layers of non* 
corrodible metal wire gauze having not less than 11 meshes per linear centimetre and shall be further protected from rain by 
hood or by suitably bending it downward. 

6. No alteration of the position of the a pump or tank and no replacement of a tank shall be effected except with the 
previous sanction in writing of the licensing authority. All alterations sanctioned under this condition shall be shown on an 
amended plan to be attach^ to this licence. 

7 If the licensing authority calls upon the holder of a licence by notice in writing to execute any repairs to the 
licensed premises which are, in the opinion of such authority, necessary for the safety of the premises, the holder of the 
lienee shall execute the repairs within such period not being less than one month from the date of receipt of the notice, as 
may be fixed by the notice. 

8. Every tank before being repaired or exhumed, shall be cleared of all petroleum and of all flammable vapours, 
when a tank in position is opened for cleaning or repairs, no electric or other lamps, electric cable or electric fans and no 
articles, appliances or equipment capable of igniting flammable vapour shall be brought near the manhole of the tank until 
the tank has been certified in writing to be ‘gas-free’ by a competent person. Where the tank has been so certified as “gas 
free” the certificate shall be preserved by the licence for a period of not less than three months. 

9. The petroleum shall enter a tank through close coupled electrically continuous and sound hose. 

10 The underground tank or tanks shall not be filled between the hours of sunset and sunrise except in a manner 
and under conditions specially endorsed on this licence by the licensing authority. 

11. No artifical light capable of igniting flammable vapour shall at any time be present in the immediate vicinity 
of the tank/wagon during the transfer of the petroleum to the tank and no person engaged in such transfer shall smoke. 
When the underground tank is filled with peUoleum from such light and no smoking shall be allowed within a distance of 
9 metres from barrels'^ 

12. No Petroleum shall be removed from a tank except by means of the pump or pumps at the position marked on 
the plan hereto attached. Every pump shall together with its connections and fittings be so constructed and maintained as 
to be gas and petroleum light. The pipe cormections between the tank and a pump shall be placed underground. 

13. For the purpose of charging the tanks of motor vehicles the petroleum shall only be supplied by being — 

(a) pumped through strong metal piping by means of approved pumps into above ground measuring tanks of 
a capacity not exceeding 150 litres, fixed in approved positions, and nm hence through sound hose fitted 
with a secure self-closing cock and nozzle, into the tanks of motor vehicles, or 

(b) pumped through stron metal piping by means of approved pumps into an above ground service tank of 
approved c^jacity, fixed in an approved position, and run thence through strong metal piping into measuring 
ta^s of a capacity not exceeding 150 litres fixed in approved positions and thence through sound hose, 
fitted with a secure self-closing cock and nozzle, into tanks of motor vehicles; or 

(c) pumped by means of approved measuring pumps, fixed in approved positions, through sound hose fitted 
with a secure tap and nozzle into the tanks of motor vehicles. 

14. Petroleum may be supplied to a motor vehicle between the hours of sunset and sunrise from the pump 
■ provided that — 

(i) the pump and the vehicle are adequately illuminated by electric light or failing this by some other form of 
lighting, and 

(ii) no light capable of igniting flammab le vapour is situated or brought with in the extent of hazardous area as 
specified in part B of Fourth Scheduled to the Petroleum rules, 2000. 
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15(a) Petroleum shall not be placed in any motor vehicle while the engine is running and, where the vehicle is 
licensed for the conveyance of more than six passengers on hire, while any passenger remains in the 
vehicle; and 

(b) person in and engaged in connection with any motor vehicle shall not be permitted to smdre while it is being 

refuelled. 

16. Petroleum shall not be filled from the tank or the pump into a container or receptacle other titan those 
securely clamped or fitted to a motor vehicle 

The restriction imposed by this condition shall not apply • 

(i) when it is aboslutcly necessary for the piurpose of conditions of this licence to clear a lank, or 

(ii) for testing the accuracy of the pump’s discharge by means of a standard capacity measure or 

(iii) to the filling of an approved container of capacity not exceeding 25 litres when such filling is absolutely 
necessary for rcplenshing the fuel tank of a motor vehicle which has run dry and the motor vehicle cannot 
bedrrought into the pump. 

(iv) to the filling of petroleum Class B in an approved container of capacity not exceeding 200 litres and no 
vehicle with its engine rutming shall be allowed within 4.5 metres of the container and the dispensing 
pump. 

17(a) This licence shall be held to cover the use of portable kerb side pump outfit for a period of not more llian 
one month in the place of the licensed permanent outfit in the event of the latter being otit of orders, 
provided notice in writing is given to the licensing authority before the portable pump is taken into use and 
the conditions of this licence which apply to a portable pump arc observed. No petroleum shall be allowed 
above ground (except that actually in the pump) in any case where the underground tanks can be used in 
connection with the portable pump by making a temporary connection from the portable pump to the 
underground tank. 

(b) In case where portable pumps are used not more than 400 litres of petroleum reserve shall be kept tvilhin o 
metres of the pump, the petroleum so kept shall be in approved containers and none of it shall be kept 
outside the licensed premises. 

18 Every person managing or employed on or in connection with the licensed premises shall abstain from many 
act whatsoever which tends to cause fire or explosion and which is not reasonably necessary and to the best of his ability 
shall prevent any other person from doing such act. 

19. Every care shall be taken to prevent any petroleum escaping into any dram, sewer or public road. 

20. The liccncce shall provide for each pump, whether kerb side or portable, a minimum of two tins or dnims of dry 
sand and two portable foam type or dry chemical type fire-extinguishers which shall be kept ready at convenient location 
for immediate use in the event of any fire. 

21. Any accident, fire or explosion within the licensed premises which is attended with loss of life or senous injury 
10 person or property,shall be inimcdiatcly reported to the nearest Magistrate or to tlic officcr-in-chargc of the ncjircst pol icc 

station and by telegram to the Chief Controller of Explosives (Telegraphic address; EXPLOSIVES, NAGPUR) 

22. Fire excess to the licensed premises shall be given at all reasonable times to any inspector or sampling olficcr 
and every facility shall be afford to such officer for ascertaining that the rules and the conditions of this licence arc duly 
observed. 
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PORMXffl 

(See Article 6 of the First Schedule) 

Licence No. FeeRs. 

Licence is hereby granted to. valid only for the importation 

of..petroleum of the classes and in quantities as herein specified and storage thereof a 

in the place described below and shown on the approved plan No.dated. 

Attached hereto subject to the provisions of the Petroleum Act, 1934, and tlic rules made thereunder and to the 
further conditions of this licence. 


The licence shall remain in force till the 31st day of December, 20..... 
Description of petroleum 


Petroleum Class A, in bulk 

Petroleum Class A, otherwise than in bulk 

Petroleum Class B, in bulk 

Petroleum Class B, otherwise than in bulk 

Petroleum Class C, in bulk 

Petroleum Class C, otherwise than in bulk 

Ibtal 


Quantity 
Licenced in kilohtres 


The..20, 


Chief Controller of Explosives. 

Description of the Licensed Premises 

The licenced premises, the lay-out boundaries and other particulars of which arc shown in the attached approved plan 
arcsituatedat...andocxisistaf. 



Space for Endorsement of Renewals 



This licence shall be renewable 

Date of 

Date of 

Signature and 

without any concession in fee 

renewal 

expiry 

officer stamp 

for three years in the absence 
of contravention of the 
provisions of the Petroleum 

Act, 1934, or of the rules 
framed thereunder or of the 
conditions of this licence 


of licence 

of the licensing 
authority 


The licence is liable to be cancelled if the licensed premises when inspected are not foimd conforming to the 
description and conditions attached hereto and for contravention of any of the rules and conditiotjs under which this 
licence is granted and the holder of this ficence is also punishable for the first offence with simple imprisonment which may 
extend to one month or with fine which may extend to one thousand rupees or with both and for every subsequent offence 
with simplfi imprisonment which may extend to three months, or with fine which may extend to five thousand rupees or with 
both. 

coNDrnoNS 

1. The licensed premises shall not without permission in writing fi^om the Chief Controller, be used for any purpose 
other than the storage and distribution of petroleum and purposes directly cormected therewith. 

2. Petroleum shall be kept only in the storage tanks and storage and filling sheds or other approved places within 
the installation specified for the purpose on the plan hereto. 

3. (i) The tank or tanks shall be supported on well-designed foundations and shall be either buried underground 

or installed in the open and surrounded by wall or embankment not more than 2 metres high and made of 
earth, steel, concrete or solid masonry capable of withstanding fully hydrostatic load. Earth wall of over 1 m. 
high shall have not less than 0.6m wide flat section on top; 

Provided that a wall or embankment higher than 2 m may be allowed by the licensing authority where there 
arc special circumstances which, in his opinion warrant such increase. 

























[MFTII—-CnJ^SO)] 




153 


(ii) The ground within the enclosure shall not be lower than the level of the ground outside the enclosure and 
shall be finished to form a slope of not less than half a per cent from the tank towards the drain or sump: 
Provided that nothing in this clause shall apply in the case of an enclosure which is connected to an efficient 
oil interceptor of sample capacity through an underground drainage system having proper slope. 

(iii) The drainage from the enclosure shall be controlled by a value which shall be accessible under lire conditions 
and be capable of being operated from outside the enclosure All surface water drainage from the enclosure 
shall be passed through an efficient oil interceptor. 

(iv) Where two or more tanks are installed in one enclosure the total capacity of the tanks in the enclosure shall 
not exceed 60,000 kilolitres in the case of conventional fixed-roof tanks and 1,20,000 kilolitres in the case of 
floating roof tank or those of special design (where there is a combination of fixed and floating roof tanks in 
the same enclosure then the total capacity of fixed roof tanks and floating roof tanks shall not exceed 60,00 
kilolitres) Such an enclosure shall be sub-divided by masonry charmels of ample dimensions or by intermediate 
walls of not less than 0.6m in height to prevent spills from one tank endangering any other tank in the same 
enclosure. 

Explanation: For the purpose of this clause, a group of small tanks each not exceeding 9m in diamenter and in all not 
exceeding 5,000 kilolitres in capacity shall be treated as one tank 

(v) (a) Where Petroleum Class A or petroleum Class B is stored in the enclosure or petroleum Class C is stored 

alongwith petroleum Class A or Class B. The capacity of the enclosure shall be hundred per cent of capacity 
of the largest tank in the enclosure after deducting the volume up to the height of the enclosure wall, of all 
other tanks m the same enclosure. 

(b) Where Petroleum Class C is only stored in the enclosure the height of the enclosure wall shall be not less 
than one metre. 

(vi) Except for necessary pipes and valves and approved electric lights the space within an enclosure and not 
occupied by tank or tanks shall be kept entirely clear and unoccupied. 

4. All tanks shall be fitted with vent pipes leading into the open air, the open end being covered with two layers of 
the copper or other non corrodible metal wire gauze of not less than 11 meshes per linear centimetre and fitted with a hood 
or the tank shall be fitted with an approved relief valve or other approved means of preventing dangerous internal or 
external pressures. The vent pipe and the relief valve of one tank shall not be inter-connected with those of any other tank, 

5. Cast-iron valves are not permitted on any tank and all valves m an installauon must be permanently marked in 
a manner clearly indicating the direction of opening and shutting the valve. 

6 Pumps shall be of a type and placed only in the position shown on the plan attached thereto and they shall 
together with all connections and fittings be so constructed and maintained as to prevent leakage of petroleum. 

7. Storage or filUng sheds for containers shall be constructed of suitable uniflammable material The shed shall rest 
on foundation walls and shall be surrounded by a wall or embankment of substantial construction so as to form a sump or 
enclosure not less than 0.25m and not more than Im deep. The sump or enclosure thus formed shall be of sufficient capacity 
to contain without leakage not less than one-fourth of the maximum quantity of petroleum likely to be present in the shed 
at any one Ume. The sump and enclosures must be kept clean and free from any accumulation of inflammable liquids. 

8. Every enclosed shed for the storage or filling of petroleum Class A and Class B otherwise than in bulk shall be 
adequately ventilated near the ground level immediately above the walls constructed to prevent leakage of petroleum and 
also near or in the roof 

9. (i) Tank vehicles shall be filed, discharged or stabled only in the positions approved for the purpose and 
shown on the plan attached hereto. An extract of rules 62 to 86 printed in bold letters in the local language 
and in Hindi and English shall be prominently displayed at such position, 

(ii) A tank vehicle which docs not fully comply with the rcqmrement laid down in Part IV of Chapter III of these 
rules shall not be loaded, unloaded or stabled within the licensed premises. 

10. Every facility for the storage, loading, unloading or pumping of petroleum shall at all times maintain from any 
other facility, building, boundary fencing or protected works the distance specified in the attached Table. 

(a) The layouts of all new grass root refmcries/installations approved subsequent to the publication of this 
rule, shall conform to the Oil Industry Safety Directorate’s Standard 118, as amended from time to Ume. 

(b) This shall not apply to refincries/installaUons existing and/or under construction before the publication of 
the original OISD Standard-118. 

(c) Table 1 and Table 1A in the case of installation where the total quantity of petroleum Class A and petroleum 
Class B stored above ground in bulk exceeds 5,000 kilolitres or where the diameter of any tank for the storage 
of such peuoleum exceeds 9 meUes or subject to provision of (b). 
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(d) Table 2 in the case of installation where only petroleum Class C is stored or where the total quantity of 
petroleum Class A and petroleum Class B stored above ground in the bulk does not exceed 5,000 kilolitres 
and the diameter of any tank for storing petroleum Class A or petroleum Class B does not exceed 9 metres. 
Notwithstanding anything herein to the contrary when petroleum is stored in an installation at or near wells, 
pumping stations, petro-chemical plants or refineries, the concessional distances given in the attached 
Tabic 2 shall not apply and no storage tank, the capacity of which exceeds 250 kilolitres and no petroleum 
storage of filling sheds/area Shall be placed nearer than 90 metres to any boiler, furnace of fire. In such an 
installation all tanks shall be situated iu a compact area (a) under a single control, (b) enclosed or capable of 
being enclosed by one continuous fence and (c) on which there shall be no protected works. 

11. The distances specified in condition 10 may be reduced by the licensing authority in cases where special 
precautions are taken and where there are special circumstances which, in his opinion, warrant such reduction. 

12. No alterations shall be carried out in the installation without the previous sanction in writing of the licensing 
authority. Such alterations so sanctioned shall be shown on an amended plan to be attached to this licence. 

13. If the licensing authority calls upon the holder of a licence by a notice in writing to execute any repair in the 
licenced premises which arc, in the opinion of such authority, necessary for the safety of the premises, the holder of the 
licence shall execute the repairs within such period, not being less than one month from the date of receipt of the notice, as 
may be fixed by the notice. 

14 The responsible agent or supervisor referred to in rule 118 shall not allow any person to enter a tank, which has 
contained petroleum unless— 

(a) such person wears an approved breathing apparatus of a description approved by the Chief Controller, or 

(b) (i) the responsible agent or supervisor has certified in writing in prescribed proforma given in OISD Standard 

105, as the result of an examination of the tank by himself or by some other competent person that the 
atmosphere in the tank is fit for the person to enter and 

Oi) at least one approved breathing appartus of a pattern approved by the Chief Controller shall have been kept 
ready for instant use at the manhole of the tank which is being cleaned or repaired. 

The certificate refened to in sub-clause (i) of Clause (b) of this condition shall be pre served in the licenced 
premises for a period of three months. 

15 . No work involving the use of fire, welding or hot reveting, shall be performed m or on any tank or within the 
safety distance required to be observed Itom such tanks by building and boundary until the tank has been certified in 
prescribed proforma given in OISD Standard 105 in the manner laid down in clause (b) of Condition 14 to be free from 
petroleum vapour. When any water is pumped into or withdrawn from the lank no further work of above description shall 
be done until the tank has been retested and a fi^esh certificate issued. When a tank is opened for cleaning and repairs, no 
lamp of any description either ordinary or electric, electric torches, electric cables or fans other than of a flameproof or 
intrinsically safe type approved by the Chief Controller shall be brought near tank. 

16 No persons shall repair or cause to be repaired any receptacle or pipe in which to which knowledge, any 
petroleum is or has been kept unul he has taken all reasonable prccuations to ensure that the receptacles or pipe has been 
rendered free from petroleum and any inflammable vapour: 

Provided that this condition shall not be deemed to prohibit the usual soldering operations connected vrith the 
filling and dispatching of receptacles containing Petroleum Class B or Petroleum Class C. 

18. (a) Adequate precautions shall be taken at all times for the prevention of accident by the fire or explosion. 

(b) Wherever so specified by the Chief Controller, storage tanks shall be fitted with approved fire foam and/or 
water sprinkler attachments which shall be maintained in proper order at all times. 

19. Every care shall be taken to prevent any petroleum escaping into any dram, sewer, harbour, river, water course 
or a public road and enclosures or pumps must not be permanently connected with any drain or sewer. 

20. The licensee shall keep daily records and accounts of all receipts and issues of petroleum in such form as the 
Lacensing Authority may from time to time prescribe and shall exhibit his stock and records to an Inspector or a sampling 
officer on demand. 

21 Any accident fire or explosion occuring within the area specified in the licence which is attended with loss of 
human life or serious injury to person or damage to property shall be immediately reported to the nearest Magistrate or to 
(he office-incharge of the nearest police station and by telegram to the Chief Controller of Explosive (telegraphic address 
'EXPLOSIVES, NAGPUR’. 

22 Free access to the licensed premises shall be given at all reasonable times to any inspector or sampling officer 
and every facility shall be afforded to such officer for ascertaining that the rules and the conditions of this licence are duly 

observed. 



[MFTn—■?3nJ^3(i)] 




155 


FORM XIV 

(See Article 7 of the First schedule) 

Licence to import and store otherwise than in bulk petroleum Class A in quantities exceeding 300 litres or petroleum Class 
B in quantities exceeding 25,000 litres or petroleum Class C in quantities'exceeding 45,000 litres or petroleum Class A 
together with any other class of petroleum in quantities exceeding 300 litres in all. 

Licence No. FccRs. 

Licence is hereby granted to.for the importation of petroleum of the classes and the quantities as 

herein ^tecified and storage thereof in the place described below and shown in the approved plan No. 

dated.attached hereto subject to .the provisions of the Petroleum Art, 1934, and the rules made thereunder 

and to the further conditions of this licence. 

The licence shall remain in force up to the 31st day of December, 20. 

Petroleum Class Litres 

Petroleum Class B Litres 

Petroleum Class C Litres 


The.-.20. 


Chief Controller of Explosives. 

Circle 


Description of the licensed premises 

The licensed premises are situated at.and consist of.storage shed(s), 

other facilities and the adjoining area as shown in the attached approved plan. 

Space for Endorsement of Renewals 


This licence shall be renewable 
without any concession 
in fee for three 
years in the absence of 
contravention of any provision 
of the Petroleum Act, 1934 
or of the rules frames 
thereunder or any of the 
conditions of this licence. 

Date of Date of 

renewal expiry 

Signature and 
office stamp of 
the licensing 
Authority 

This licence is liable to be cancelled if the licensed premises when inspected are not found conforming to the 
description and conditions attached hereto and for contravention of any of the rules and conditions under which this 
licence is granted and the holder of this licence is also punishable for the first offence with simple imprisonment which may 
extend to one month or with fine which may extend to one thousand rupees or with both and for every subsequent offence 


with simple imprisonment which may extend to three months or with fine which may extend to five thousand mpecs or with 
both. 

CONDmONS 

1. The licensed premises shall not without permission in writing from the Chief Controller, be used for any 
purposes other than storage and distribution of petroleum & purposes directly connected therewith. 

2. The petroleum shall be stored only in the storage shed which shall be constructed of suitable non-combustiblc 
materials, provided that when no petroleum Class A is stored, the beams, rafters, columns, windows and doors may be of 
wood 

3. The storage shed shall rest on foundation walls and shall be surrounded by a wall or embankment of substantial 
construction or the walls and floor shall be suitably finished to form a sump not more than 30 centimetres deep. A 
combination of these methods is permissible. The enclosure or sump thus formed shall be of sufficient capacity to contain 
not less than one half of the total quantity of petroleum for which the licence is granted and be so constructed and 
maintained as to prevent escape therefrom of any petroleum in the form of liquid whether under the action of fire or 
otherwise. The sump and enclosure must be kept clean and free from any accumulation of inflammable liquids. 

4. The storage shed if used for the storage of petroleum Class A shall be adequately ventilated near the ground 
level immediately above any walls constructed to form the sumps specified in condition 3 and also near the roof The 
ventilators shall be covered with two layers of fmecopper or other noncorrodible metal wire gauge of mesh not less than 
11 meshes per linear centimeter. 

5. If the licencing authority calls upon the holder of a license, by a notice in writing, to execute any repairs to the 
licensed premises which may, in the opinion of such authority, be necessary for the safety of the premises, the holder of 
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the licence shall execute the repairs within such period, not being less than one month from the date of receipt of the notice, 
as may be fixed by the notice. 

6 No alteration shall be carried out in the licensed premises without the previous sanction in writing of the 
licensing authority. All alterations shall be shown on an amended plan to be attached to the licence. 


7. The following distances shall be kept clear at all times from any storage shed to protected works 
Licensed capacity of storage shed (Total Distances to be observed from storage of all classes of petroleum stored in the 


.shed for. 

.shed) 




Petroleum 

Petroleum 

Petroleum 


Class A 

Class B 

Class C 

Not exceeding 2,500 litres 

6m 

Not 

applicable 

Not 

applicable 

Exceeding 2.500 litres 
but not exceeding 25,000 litres 

7.5 m 


— 

Exceeding 25,000 litres 
but not exceeding 50,000 litres 

9m 

3m 

— 

Exceeding 50,000 litres 

but not exceeding 1 00,000 litres 

12m 

4.5 m 

3m 

Exceeding 1,00,000 htres 

15m 

6m 

3m 


Where more than one class of petroleum is stored together, the entire quantity of petroleum shall for the purpose 
of this condition be deemed to be of the most flammable class thereof 

8 The distances specified in condition 7 may be reduced by the licensing authority where screen walls arc 
provided or other special precautions taken or where there are special circumstances that, in his opinion, warrant the 
reduction. 

9. Drums or other receptacles containing petroleum shall only be opened in the licensed premises and for the time 
ncccssarj' for drawing off the petroleum and during such drawing off every reasonable precaution shall be adopted for 
preventing the escape of petroleum or the vapour therefrom. 

10 All empty receptacles which.havc contained petroleum Class A shall, except when they arc opened for the 
purposes of cleaning them and rendering them free from petroleum vapour, be kept securely closed unless they have been 
thoroughly cleaned and free from petroleum and flammable vapour, 

11. No person shall repair or cause to be repaired any recqjtaclc in which to his knowledge, any petroleum is or has 
been kept until he has taken all reasonable precautions to ensure that the receptacle has been rendered free from petroleum 
and any flammable vapour: 

Provided that this condition shall not be deemed to prohibit the usual soldering operations connected with the 
filling and despatching of petroleum receptaeles when such operations are conducted in an approved place outside the 
storage shed. 

12. Adequate precautions shall be taken at all times for the prevention of accident by fire or explosion. An 
adequate supply of dry sand together with necessary implement for the convenient application or an adequate number of 
protable fire-extinguishers suitable for fighting oil fires shall always be kept in easily accessible places immediately 
outside the storage shed. 

13 Every care shall be taken to prevent any petroleum escaping into any drain, sewer, harbour, river, water 
course or a public road. 

14. Adequate precaution shall be taken to prevent unauthorised persons having access to petroleum kept and to 
any receptacles which contain or have contained petroleum. 

15 The licensee shall keep daily records and accounts of all receipts and issues of petroleum in such form as the 
licensing authority may from time to time prescribe and shall exhibit his stock and records to an inspector or sampling 
officer on demand. 

16. Any accident, fire or explosion occurring within the licensed premises which is attended with loss of human 
life or serious injury to person or property shall be immediately reported to the nearest magistrate or to the officer in 
charge of the nearest police station and by telegram to the Chief Controller of Explosives (Telegraphic address : Explosives, 
Nagpur). 

17. Free access to be licensed premises shall be given at all reasonable times to any inspector or sampling officer 
and every facility shall be afforded to such officer for ascertaining that the rules and conditions of the licence are duly 
observed. 
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(FORM XV) 

(See Art. 7(a) of the First Schedule of Petroleum Rules, 2000) 

(Licence to Store Petroleum Class A and ClassB temporarily in quantities not exceeding 50,000 litre for refuelling of aircrafts 
in connection with crop spraying and forest fire work only) 


Licence No. FeeRs. 

Licence is herdty granted.valid only for the storage of. Kls of petroleum 

Class A at.subject to the provisions of the Petroleum Act, 1934 and the rules made thereunder and 


to the further condition of this licence. 

This licence will remain vahd till. 

Dated. 


CONDITIONS 


Controller of Explosives 


1. The licensed premises shall not be used for any purpose other than storage of petroleum and purpose directly 
connected therewith. 

2. The petroleum shall be stored in open bunded enclosures observing the required safety distance vide 
condition (3). 


3. The following safety distances shall be kept clear at all times from the storage premises to protected works In 
case of storage for fighting forest fire the storage shall be sufficiently away from the forest area so that petroleum products, 
stored in the premises, under no circumstances, can be affected by the forest fire. 


Licensed capacity 
(Litres of petroleum) 

Distance to be kept clear 
at all times (metres) 

Not exceeding 2,500 htres 

12 metres 

Exceeding 2,500 htres but not 

15 metres 

exceeding 25,000 htre 


Exceeding 25,000 litres but not 

15 metres 

exceeding 50,000 htres. 



4. The capacity of the bunded enclosure should be 5 percent more than the maximum quantity of petroleum likely 
to be stored in the enclosure. 


5. The petroleum shall be stored in barrels of a type approved by the Chief Controller. 

6. The safety zone required vide condition 3 shall be sturonded by a rope or other suitable fencing. 

7. No smoking sign in Enghsh and local language shall be prominently displayed on all the four sides of the fenced 

area, 


8 The storage area shall be constantly guarded by providing guards in adequate strength. Guard’s shelter, if 
required shall be provided just outside the fenced area. 

9, The containers containing petroleum shall be covered by a tarpaulin. 

10. Any petroleum remaining surplus after the completion of crop spraying operations shall be returned to the 
depot or stored in premises duly licensed under the Petroleum Rules. 2000, 

19. Free access to the licensed premises shall be given at allfcasonable times to any inspector or sampling officer 
and every facility shall be afforded to such officer for ascertaining that the rules and conditions of the licence are duly 
observed. 
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(FORM XVI] 

(See article 10 of tbe First Schedule) 

Licence to Decant Kerosene (Petroleum Class B) From 
Mechanically — Propelled Vehicle in Containers 

Licence No. FccRs. 

Licence is hcr^ granted to.Agent/Doaler of.to deliver kcrosen (Petroleum 

Class B) from tank vehicle into containers subject to the provisions of the Petroleum Act, 1934, and the rules made 
thereunder and to the further conditions of this licence. 


The licence will remain in force till 31 st day of December, 20.The area of operation of the tank vehicle 


1 . 2 . 

The.20. 


Space for Endorsement/ Renewals 


Controller of Explosives 


This licence shall be renewable, 

Date of 

Date of 

Signature and 

without any concession in fee 

renewal 

expiry 

office stamp 

for three years in the absence 


of licence 

of the licensing 

of contravention of the 
provisions of the Petroleum 

Act, 1934, or of the rules 
framed thereunder or of the 
conditions of this licence 



authority 


This licence is liable to be cancelled if the premises are not found conforming to the conditions attached thereto and for 
contravention of any of the rules and conditions under which this licence is granted and the holder of this licence is also 
punishable for the first offence with simple imprisonment which may extend to one month or with fine which may extend to 
one thousand rupees or with both and for subsequent offence with simple imprisonment which may extend to three months 
or fine which may extend to five thousand rupees or with both 

CONDITIONS 

1. The licence or its authenticated copy shall at all time be kept available on the tank vehicle and produced on 
demand by an inspector. 

2. The tank vehicle decanting kerosene shall have a valid licence in Form IX under the Petroleum Rules. 2000, the 
licence or its authenticated copy shall be kept in the licensed vehicle and produced on demand by an inspector. 

3. Not more than two tank vehicle load of kerosene per day will be taken by the licensee for the purpose of 
decanting into barrels, delivery of kerosene to a retail dealer will be given only once during a day and record to this effect 
will be maintained by the licensee. 

4. Not more than 2,500 litres of kerosene shall be decanted into containers at any one place. Not more than 2,500 
litres of kerosene will be delivered to retail dealer at any one time and none of it will be delivered in a receptacle exceeding 
one thousand litres capacity. 

5. The licensee or his authorised representative shall personally supervise decanting kerosene into containers and 
take all adequate precautions against fire and explosion. 

6. ‘No smoking’ boards in vernacular and English shall be displayed near the premises where kerosene is being 
decanted. 

7. The decanting hose should be sound, and electrically continuous and shall be provided with suitable reducer 
for filling containers. Such reducer shall have suitable valve so as to enable the licensee or his representative to stop 
unloading in case of emergency. 

8. The licensee or his authorised representative shall ensure before decanting kerosene from the tank vehicle that 
the containers are non-leaky. 
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9. The licensee shall ensure that the containers are not plash filled and the reducer has its open end used for 
delivery extended right up to the bottom of the container. 

10. All precautions to ensure that static electric charge docs not accumulate during decanting operation shall be 

takea 

11. No decanting shall be carried out from the hours of sunset to sunrise. 

12. The licensee should ensure that no person shall smoke and there is no matches, fires, light or articles or 
substances capable of causing ignition of petroleum in the vicinity of the place of decantation. 

13 The licence shall ensure that no unauthorised person is permitted in the vicinity of the place of decantation. 

14. The licensee shall not decant kerosene at a time when abnormal conditions prevail in that area. 

15 . No sale of kerosene by the shop-keeper will be permitted during decantation of kerosene. 

16. The licenseeor his representative should be fiilly conversant with rules 72,73,74,75,76,77,78,79,80,81,82 
and 84 of the Petroleum Rules, 2000 and an extract of the above mentioned rules should be prominently displayed at 
conspicuous place where the decanting into barrels will be done. 

17 . At least two buckets of dry sand and two dry chentical or foam type fire-extinguishers should be kept available 
diuing decanting operation. 

18. The tank vehicles shall not decant kerosene into containers to any licence holder under the rules uidess 
specific approval is obtained from the licencing authority. 

19. Any accident, fire or explosion within the licensed premises which is attended with loss of life or serious injury 
to person or property shall be irmnediately reported to the nearest Magistrate or to the officer in charge of the nearest pohee 
station and by telegram to the Chief Controller of Explosives (Telegraphic address: “EXPLOSfVES NAGPUR”). 

LICENCE 

FormXVn 

(See Article II of the First Schedule of the Petroleum Rules, 2000) 

LICENCETDTRANSPOFTPEIRCmJMCLASS A/BINBULKON LANDBYMECHANICALLY PRCffELLEDVOflCLES 
VIZ REFUELLER 

(a) PETRCmJM CLASS A ORB FORREFUELLINGCff'AIRCRAFTS 

CR 

(b) PETROLEUMCLASSA/BFmONSTTEFUELUNGOFHEAVYVEHlCLES'MACHINERIES/STAnONERY 
EQUIPMENTS. 

Licence No.-Fee Rs. 300.00 Per Year, 

a Licence is hereby granted to-to transport petroleum Class A/B in 

bulk on land for on site fuelling of the Aircrafts/heavy vehicles/Machineries/Stationery equipments by the 
refueller as described below subject to the provisions of the Petroleum Act, 1934 and the rules made 
thereunder and to the further conditions of this licence. 

This licence will remain valid upto the 31st day of December 20_ 

DESCRIPTION 

1. The vehicle is loaded in the specially prepared area described in approved plan No._ 

dated_attached hereto or in the storage premises licensed in form XIII or special form. 

2 The area of operation and the equipments to be filled 

3. The refueller conforms to the approved drawing no. 
the further particulars given below; 

Make and Model :_Engine No._ 

No._ 

Name of Registered Owners :_ 


_dated_^attached hereto and to 

Chassis No _Registration 
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CONDmONS 

1. The licence or its authenticated copy shall at all times be kept in the licensed vehicle and produced on 
demand by an Inspector. 

2. Only responsible persons who are conversant with the conditions of this licence shall be employed for 
driving the licensed vehicle or attending to it. 

3. The licensed vehicle shall be attended to by a responsible person during its filling, transport and on site 
refuelling of the tank of Aircraft. Heavy vehicles/machineries and stationeiy equipments: 

Provided that the licensed vehicle may, if its tanks and conqiartments are empty, be left imattended in a place 
approved for the purpose, in writing by the Chief Controller. 

4. The licensed vehicle shall conform to the design and construction requirements laid down in Third Schedule. 

5. The licensed vehicle shall at all times cany. 

(a) A portable fire extinguisher of capacity not less than 9 litres and suitable for extinguishing oil fires the 
extinguisher shall be kept unlocked at an easily accessible position which shall be away fi^om the 
discharge faucets of the vehicle; 

(b) An electrically continuous hose having oil-tight coupling to match the discharge faucet of the licensed 
vehicle, 

(c) A strong and flexible cable for electrical bonding; the cable shall be at least 5 metres long and shall 
have at each end a suitable clamp or clip. 

6. The licensed vehicle shall be loaded at a storage premises licensed in special form or form XIII having tank 
lorry loading facilities. The vehicle if licensed for petroleum Class B can be loaded at a specially prepared 
area attached to a service station licensed in form Xll. This area shall have rigid pipeline drawn from the 
underground tank in service station, delivery pump and vehicle parking space and shall be segregated by a 
fencing at least 1.8m high. The parking space and filling point sh^l observe at least 4.5m clearance all round 
within the fencing, 

7. The licensed vehicle shall not be loaded if any tank or compartment, pipe valve, emergency discharge 
controller is safety insecure until necessary repairs have been carried out satisfactorily and in the event of 
any leak in the tanks or compartments until the leak in the tanks or compartments is thoroughly repaired 
and all the tanks or compartments pass the test specified in clause 5 of the Third Schedule to the Petroleum 
Rules. 

8. Before petroleum is loaded into the licensed vehicle in the specially prepared area mentioned in conditions 5; 

(a) Its engine shall be stopped and the battery shall be isolated by proper switch or otherwise; 

(b) Its wheel shall be secured by brakes or by scotching and in the case of animal drawn vehicles, animals 
shall be unhitched and removed; 

(c) Its chassis shall be electrically bonded by a cable with the pipe into or from which it is to be unloaded 
or loaded; 

(d) The correct filling hose shall be selected and connected by oil-tight coupling at both ends; 

(c) A responsible person shall be in attendance and remain so until loading is over and the tanks and 
compartments have been sealed. 

9. Except when called upon by traffic signals or required by an Inspector or a sampling officer, the licensed 
vehicle shall not stop on any road, congested area or a place which is not a place approved in writing, under 
these rules for the loading unloading or stabling of such vehicles. 

10. No smoking and no fire or artificial light or any article capable of igniting infiammablc vapour shall be 
allowed on the licensed vehicle. 

11. The licensed vehicle shall not be used for carrying passengers or for any other purpose except transport of 
petroleum Class A/B and refuelling the Aircraft/ Heavy vehicles/ Machineries/ Stationery equipments. 
Particulars of the area of the operation shall be intimated. 

12. Vehicle shall observe minimum 9 metres clearance from any protected works alround during refiielliiig the 
tanks of Aircraft, heavy vehicles/ machineries and stabonery equipments as the case may be. No unauthorised 
person shall be permitted within this safety zone during refuelling. 
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No smc^ng board m vernacular and English shall be displayed proimnently near the premises of refuelhng 
the tanks of Aircraft/heavy vehicles/machinenes/stationary equipments No person shall smdke or carry 
matches, fires, lights, articles or substances capable of causing igmtion of petroleum in the vicinity of 
refiiellmg 

13 Before petroleum is unloaded from the lirxnsed vehicle 

(a) Its wheels shall be secured by biTikes or by scotching 

(b) Its chassis shall be electncally bcinded by a cable with the Aircrafts, heavy vehicles/machinenes and 
stationary equipments, as the ciisc may be 

14 Petroleum shall be unloaded only thnaugh the pump, viz motoring devices mounted on the vehicle 

15 The refiiellmg operations shall be undertaken in presence of authorised re^nsible persons of licensee and 
he will ensure that the tank being refuelled is not leaky and is in sound condition 

16 No refuelling shall be undertaken during the period of sunset and sunnse without specific approval in 
wnbng from the licensing authonb/ and also when abnormal atmospheric condition prevails in the area 

17 At least two buckets of dry sand and two dry chemicals or foam type fire extinguishers should be kept 
available dunng refiiellmg operations 

18 The licensed vehicle shall not be allowed to be repaired by welding, soldering, brazing or hot revetting until 
Us tanks, compartments, pipes and valves have been thoroughly cleaned and examined by a competent 
person and certified by him m writing to be free from inflammable vapour of oil 

19 No alteration in the licensed vehicle or its safety fitting shall be earned out without the previous sanction in 
writing from the licensing authonty Such alteration so sanctioned shall be endorsed on this licence by an 
amendment 

20 Every fiiality shall be given at all reason^le time to any Inspector or Sampling Officer for asccrtaimng that 
the rules and the conditions of this licence are duly observnl or for drawing samples 

21 Any accident, fire or explosion occumng in the licensed vehicle, which is attended with loss of human li^c 
or senous injury to person or property shall be immediately reported to the nearest Magistrate or to the 
officer-in-charge of the nearest Police Station having jurisdiction and by telegram to the Chief Controller of 
Explosives (Tfelegiaphic Address—"EXPLOSIVES” NAGFUK) 

SPACE FOR ENDORSEMENT OF ALTERATIONS 
(See condition 10) 

SI No Description of Date of Signature of the 

Alteration Sanctionmg licencing aulhontt 


1 UGI/2001 —11A 




VORMXVm 

[See Rules 2 v and 130 A} 

A. Qualification and Experience of Competent Person: 


SI. No. 

1 


Rule under which 
competency is 
recognised 

Qualifications and other 
requirements 

Experience for the purpose 

Rules 126 and 130 

1, Degree in any 

Minimum experience of 


branch of Engineering 

10 years in testing 


from a recognised 

fabrication or 


university or 

installation of petroleum 


equivalent 

tanks and opemtion 


professional 

and maintenaDce of 


qualifications 

2. Physically fit and 
mentally sound for 
carrying out tests 
and examinations. 

petroleum storage 
installations. 

Part B of Forms VII 

-Do- 

Minimum experience of 

and VIIA 


10 years in testing 


fabrication or 
mounting of petroleum 
transport tanks and 
operation and 
maintenance of 
petroleum tank 
vehicles. 


B Application for recognition as competent person under Rules 126,130 or Part B of Forms VII and VIIA 
1. Name 
1 Date of Birth 

3. If employed or member in any organisation, the name of the organisation and designation of the applicant 

4. Educational qualification (copies of testimonials to be attached) 

5. Particulars of professional experience in chronological order 


Name of the Period of Designation Area of '* 

orsanisation service responsibilities 



6. Membership, if any, of professional bodies 

7. Purpose for which competency certificate is sought (specify the rules) 

8. Whether the applicant has been declared as competent person under any statute (if so details) 

9. Any other relevant information 

10. Declaration by the applicant 

I hereby declare that the information furnished above is true, I undertake— 

(a) that in the event of my leaving the aforesaid organisation, I will promptly inform the Chief (!k)ntroller. 

(b) to fulfil and abide by all the conditions stipulated in the certificate of competency and instructions issued 
by the Chief Controller from time to time. 

Place: 

Date: Signature of Applicant 


1443 QI/2001—11B 
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I_certify that Shn_whose 

particulars are furnished above, is m our employment and nomiujite him on bfjhalf of the orgamsation for the purpose of 
being declared as a competent person under the rules I also undi'crtake that I will notify the Chief Controller in case the 
competent person leaves our eirqnloyment 

Place 

Date Signriture_ 

Nairie and Designation_ 

■Telephone No _ 

Tf.lex No _ 

Official Seal 

X4B5ii;-lA 


Interdistance Bfitween IStorage Tanks 


Item 

FloatmgRoof 

Fixed Roof Tanks 
(Class A&B Petroleum) 

Class C 

All tanks with diameters 
upto 50 metres 

CiO,d)/4 

(D,d)/4 

(D d)/6 

All tanks with diameters 
exceeding 50 metres 

(D,d)/4 

(D/d)/3 

p/d)/4 


1 In this table if the mterdistance (for petroleum class A&B) calculated as above are less than 15m, then 
mimmum of 15m or 0 5 D or d shall be followed 


'[BIRD SCHEDULE 
(See rules 63 and 77) 

Design and Construction of Tank Vehicles 
for Transporting Petroleum in Bulk 

I Basic design of tank vehicle 

(1) Tank vehicles for the transportation of petroleum in bulk shall be designed and constructed according to 
sound engineering practice to ensure cxirrect structural relationship between the tank the propulsion 
equipment and supporting members, ruggedness, safe-road performance and breaking power 

(2) In the case of an arUculated vehicle the weight at the ground of the canymg axles of the tank shall not exceed 
60 per cent of the designed gross laden weight 

(3) The maximum width of any tank shall be less than the overall width of the vehicle on which it is mdhnted or 
by which it is being towed 

Z Material construction of tank 

(1) The tank shall be constructed of iron or steel having the following physical requirements and thickness of 
metal or of any other material approved by the Chief Controller 

(a) Physical requirements 

Yield point, minimum 17(K) kg/cm^ 

Ultimate strength mmimum 3100 kg/cm^ 

Mimmum clongauon on a standard Sem 20 per cent 

gauge length 

B. Thickness of metal 

(a) Mimmum thickness of tank ends, partitions, baffles and stitleners shall not be less than 2 mm for liaving 

volume capacity up to 21 litres per centimetre of 2 7 mm for tanks having volume capacity exceeding 21 litres 
per centimetres 

Provided that the thickness of tank ends shall in no case be less than the thickness of the tank as specified 
in Cl (b) 
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(b) The thickness of the tank shall be related to the volume capacity of the tank expressed in litres per centimetre 

and the distance between partitions, bafBes or other stiffeners as well as to the radius of shell curvature as 
specified in the table below; 

Distance between attachment of 
partition, baffle and stiffeners 




Upto 

90 cm 

Above 90 cm 
upto 135 cm 

Above 

135 cm 

1 

2 


3 


1. Minimum thickness for tanks having shell radius up to 175 cm and volume capacity— 



(i) 

upto 21 litres per centimetre 

2.0 mm 

2.0mm 

2.0nun 

(ii) 

above 21 up to 27 litres per cm 

2.0 mm 

2.5 mm 

2.5 mm 

(iii) 

above 27 litres per 

2.5 mm 

2.5 mm 

2.5 mm 


centimetre 




II. Minimum thickness for tanks having shell radius exceeding 125 cm but not exceeding 225 cm and volume capacity— 

(i) 

up to 21 litres per centimetre 

2.0mm 

2,0 mm 

2.5 mm 

(ii) 

above 21 up to 27 litres per centimetre 

2.5 mm 

2.5 mm 

2.5 mm 

(lii) 

above 27 litres per centimetre 

2.5 mm 

2.5 mm 

3.5 mm 

III. Minimum thickness for tanks having shell radius exceeding 225 cm and volume capacity— 


(1) 

upto 21 litres per centimetre 

2.5 mm 

2.5 mm 

2.5 mm 

(ii) 

above 21 up to 27 litres per centimetre 

2.5 mm 

2.5 mm 

3.5 mm 

(iii) 

above 27 litres per centimetre 

2.5 mm 

2.5 mm 

.3.5 mm 

IV. Minimum thickness for tanks having shell radius exceeding 310 cm and volume capacity— 


(i) 

upto 21 litres per centimetre 

2,5 mm 

3,5 mm 

3.5 mm 

(ii) 

above 21 up to 27 litres per centimetre 

3.5 mm 

3.5 mm 

3.5 mm 

(iii) 

above 27 litres per centimetre 

3.5 mm 

3.5 mm 

3.5 mm 


Note: Ifthc tank has other than circular aoss-section, the radius for the purpose of this table shall be the maximum for that 


portion of the cross-section under consideration. 

3. Joints 

All joints and to tank, its shell, heads, partitions, baffles and stiffeners shall be welded in accordance with 

recognized good practice and the efficiency of any joint shall not be less than 85 per cent of the adjacent metal so joined. 

4. Division of tank into compartment: 

(1) Unless expressly permitted in writing by the Chief Controller, a tank having a net capacity exceeding 5 
kilolitres shall be divided into compartments by oil-tight partitions and no compartment shall have net 
capacity exceeding 5 kilolitres. 

(2) Every partition shall be either dished, corrugated, reinforced or rolled. Flat partition without reinforcement 
shall not be allowed. 

5. Testing of tank: 

(1) Every compartment of a tank shall be tested by a responsible competent person by hydrostatic pressure of 
not less than 0,316 kg,/cm’. The pressure shall be maintained for a period of not less than one hour and shall 
be gauged at the top of the compartment. The compartment under test shall not show any leakage or drop 
of pressure (|uring the test, 

(2) Two adjoining compartments of a tank shall not be tested or filled with water simultaneously. 
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6. Anchoring of tank: 

(1) The tank shall be securely anchored to the vehicle in a manne that will not - 

(i) introduce undue concentration of stresses; 

(ii) impair the stability and performance of the vehicle; and 

Ciii) allow any movement between the tank and the vehicle due to starting, stopping and turning. 

(2) All stops and anchors used to anchor a tank to the vehicle shall be so ias talleH as to be readily accessible 
for inspection and maintenance. 

7. Discharge faucet: 

Each compartment of a tank shall be fitted with a discharge faucet Wiich shall be substantially made and so 

attached. The discharge and of the faucet shall be threaded or so designed as to xsimit the hose being tightly coupled to 

it. 

8. Emergency discharge control: 

(1) The outlet of each compartment of tank shall have an efficient and rahablc shut-off valve located inside the 
shell or in a sump forming an integral part of the shell. 

(2) The operating mechanism for the shut-off valve shall be provide! with * secondary control in an easily 
accessible position but remote from all openings and discharge faicets. 

(3) The secondary control required by sub-paragraph (2) shall be protddcd with a fusible section which will 
permit the shut-off valve to close automatically in the event of a fie. 

(4) A shear section which will break under strain shall be provided beween the internal shut-off valve and the 
discharge faucet. The shear section shall be located as close as ptssible to the inUmal shut-off valve. 

9. Normal - venting: 

(1) Every compartment of tank shall be fitted with an independent vamum and pressure (oerated vent with a 
minimum effective opening of 3 square centimetres; the openirg being covered with two layers of non 
corroding metal wire puge having not less than 11 meshes per centimetre. 

(2) The vent shall be so arranged as to hmit the pressure within the conpartment to 0.21 kg/cm^ aid the vacuum 
to 5 centimetre water puge. 

10. Emergency venting for fire exposure: 

(1) In addition to normal venting required by para 9, every compartment of a tank shall be fitted with an 
emergency venting facility which shall be of the fusible type so as to provide a minimum firc-venung- 
opening having a net area in square centimetres equal to 8 plus 4.3 times the poss capacity of the compartment 
in kilolitres. 

(2) The emergency vent shall be so designed as to prevent loss of liquid through the vent in the case of vehicle 
upset except in the case of pressure rise when in the upset position. 

(3) Fusible vents shall be actuated by elements which will operate it a temperature not exceeding 93 °C 

11. Ibp-fllling pipe: 

yi) The inner end of the filling pipe shall be fitted with a proper type of splash defiecto and the outer end 
threaded or so designed as to ensure leakproof connection with the filling hose. 

(2) Top filling pipe, if provided, shall be carried down early to the bottom of the tank. 

(3) The outer end of the filling pipe shall be fitted with an oil-tight locker cap. 

12. Tank-gauging arrangement: 

(1) Each compartment shall be fitted with a dip pipe or any approved tank gauging device. 

(2) The dip pipe shall be fitted with an oil tight licker cap. 

13. Tank overturn protection: 

(1) All tank top fittings shall be protected from damage in the event of overturning of the vehicle chassis on 
which it is mounted. 

(2) Where protection to tank top fitting arc provided by enclosing them within the contour of the shell or with 
in a rigid coming welded to the tank shell, the area enclosed by such protection shall be adequately drained 
and provided with plugs or cut-outs to enable the section to be gas-freed completely before repair. 



166 


THE GA2J TTE OF INDIA; EXTRAORDINARY 


[Part II—Sec. 3(i)] 


14. Marketing; 

Every tank vehicle used for the transp jrtation of petroleum shall, whether loaded or empty be conspicuously 
marked on each side and rear thereof in letters f it least 7 cm high on a background of sharply contrasting colour with the 
words”FLAMMABLE” and the common nan le of the flammable liquid being transported, e g, "MOTOR SPIRIT”, 
“KEROSENE”, etc. 

FC ^TJRTH SCHEDULE (See rule 105) 


B. Extent of hazardous area in installation c o iforming to condition 10 (b) of Licence Form XIII and storage sheds. 



Location 

Classification 

Extent of Classified area 



of the area 



1 2 

3 

4 

1. 

Tanks above ground: 

2 

Wthin 2 metros from shell, 


(a) shell, ends or roof 


ends or roof of tank Area 


and enclosed area 


inside the enclosure up to top 
level of enclosure wall 


(b) \fcnt 

1 

Within 1.5 metres of \fent extending 
in all directions. 


(c) Floating roof 

1 

Above the roof and within the shell. 

2 

Tanks underground Fill pi pe 

1 

Any pit, box or space below grade 
level, any part of which is within 
zone 1 or zone 2 area. 



2 

Up to 45 ems, above grades level 
within a horizontal radius of 3 metres 
from a loose fill coimcction and radius 
of 1.5 metres from a tight fill 
connection. 


Vent, discharging up^ivard 

1 

Within 90 ems or of open end of 
vent extending in all directions. 



2 

Area between 90 ems. and 1.5 metres 
of open end of vertical directions. 

.3 

Pits V imps (below 

1 

Entire area within pit/ sump if 


gratae level) 

(?.) Without mechanical ventilai ion 
(b) With mechanical 


any part is within zone 1 or 2 area. 


ventilation 

2 

Entire area within pit/sump if any part 
is within zone 1 or 2 area. 


(c) Containing valves, filling 

2 

Entire pit/sumps 


piping and not within zone 

1 or 2 area 




Pumps, bleeders with-drawl fitting, 
meters and similar devices: 




(a) indoor 

1 

Pits sumps or trenches below floor 
level within zone 2 area 



2 

Within 1.5 metres of any edge of such 
devices extending in all directions 
Also 90 ems. above grade level of 
floor cxccding up to 75 metres 
horizontally from such devices 


(b) Outdoors 

1 

Pits, sumps or trenches below 
platform or ground level within zone 
2 area. 



2 

Within 90 ems. of any edge of such 
devices, exceeding in all directions. 
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5 Tank vehicle 

(a) Bottom loading or unloading 


(b) Loading from top with 
1 atmosphcnc venting 


(c) Loading from top 
with vapour recovery 


6 Container filling. 

(a) Outdoor in a shed 


(b) Indoor in a storage 
filhng shed 
Well ventilated near 
roof and floor level and 
situated in open area 


7 Storage and repair garages 
for tank vehicles 


8 Draining, ditches, separators 
compounding basis 


Also up to 45 cms above grade 
level within 3 metres horizontally 
from any edge or such devices 

1 pits, sumps or trenches within zone 
2 area 

2 Within 90 cms of point of connection 
extending in all directions 

Also up to 45 cms above grade 
level within a honzontal radius of 3 
metres from point of connection 

1 Within 90 cms of open end of vent 
extending in all direction 

2 Area between 90 cms and 1 5 metres 
from open end of vent extending in 
all directions Area within 90 cms of 
the edge of cone extending in all 
directions 

2 Within 90 cms of point of 

connection of fill pipe and vapour 
recovery pipe, extending mall 
directions 

1 Pits sumps or trenches within zone 

1 or 2 area 

1 Within 90 cms of and fill opening of 
the container extending in all 
directions 

2 Area between 90 cms and 1 5 metres 
from filWcnt opemng of the container 
extending m all directions 

Also up to 45 cms above floor/or 
grade level within a honzontal radius 
of 3 metres from vcnt/fill opening or 
within the filling enclosure 
whichever is higher 

1 Whole of the intenor of the shed 

1 Pits, sumps, trenches within zone 1 
or 2 area 

2 Area within the cone formed by 
Joining the top vent level of the shed 
to a point 2 5 metres outside the shed 
extending m all directions 

1 All sumps or spaces 
below floor level 

2 Area above 45 cms above floor of 
grade level of entire storage/repair 
garages 

1 Area up to 45 cms above ditches, 
separators and basin 

2 Also up to 45 cms above grade level 
withm 4 5 metres horizontally from am 
edge 
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9 

Container storage 

3 

As in 6 (b) 

10 

Garages for ordinary 


If there is any opening to these rooms 


vehicles. Ordinary Office, 


within the extent of an indoor or 


Rest Room 

FOURTH SCHEDUU: 

outdoor classified area, the facility 
shall be classified as if the wall, curb 
or partition separating the classified 
area did not exist. 



C. Extent of hazardous area In Service Station 


Location 

Classification 

Extent of Classified area 

1 

2 


3 4 

1 . 

Underground tank 
(a) Filling point 

1 

Any pit sump, box or spade below 
grade level, aity part of which is within 
zone 1 or zone 2 hazardous area. 




Upto 45 cms. above ground level 
within horizontal radius of 3 metres 
from the filling point. 


(b) Vent 

1 

Within 90 cms. of open end of vent 
extending in all directions. 



2 

Area between 90 cms and 1.5 metres 
of open end of vent, extending in all 
directions. 

2. 

Dispensing Pump or unit 
(a) Pits/Sumps 

1 

Any pit, sump or box below grade 
level any part of which is within zone 

1 or zone 2 hazardous area. 


(b) Pump cabinet or 
dispenser enclosure 

1 

The area 1.2 metres vertically above 
the base within the cabinet enclosure 
and 4.5 cms. horizontally in all 
directions. 



(c) Outdoor 

2 

The area between 45 cms. and 6 
metres of the cabinet/cnclosurc 
extending 45 cms vertically above 
the grade level. 


(d) Indoor with mechanical 2 

Ditto 


ventilation 




(e) Indoor with normal 

(gravity) ventilation 

2 

Area between 45 cms and 7.5 
metres of the cabinet/enclosure 
extending vertically 45 cms, above 
the grade level. 


3. 

Remote pumps (Outdoor) 

1 

Any pit, box or space below grade 
level of any part within a horizontal 


distance of 3 metres from the edge 
of the pump, 

2 Within 90 cms. of any edge of 

pumps, extending in all directions. 

Also up to 45 cms above floor or 
ground level within 7.5 metres 
horizontally from any edge of pump, 
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4. Remote pump (Indoor) 

1 

Entire area within any pit. 


2 

Within 1.5 metres of any edge of 
pump extending in all directions. 



Also up to 90 cms. above floor grade 
level within 7.3 metres horizontally 
from any edge of pump. 

5. Lubrication/service Room 

1 

Entire area within a pit. 


2 

Area up to 45 cms above floor or 
grade level within entire lubrication/ 
service room. 

6. Storage bin or enclosure for 

Class A or Class B Petroleum 

1 

Entire bin or enclosure 

7. Sales, Storage and Rest room 

ordinary 


If there is any opening to these rooms 
within the extent of a zone 1 or zone 
2 area the entire room shall be 
classified as zone 1. 
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nriH SCHEDULE 
(See Rule 194) 

Method of testing viscous or solid Forms of Petrolenm 

If the sample of petroleum to be tested is viscous or solid or contains sediments or thickening ingredients, such 
petroleum shall be tested in the ABEL apparatus in the following manner;— 

The solid mixture must be cut into cyhndcrs 38.1 mm long and 6,3 mm in diameter by means of a cork borer or other 
similar cutter having the conect internal diameter. These cylinders arc to be placed in the petroleum cup of the testing 
apparatus in a vertical position in such munber as will completely fill the cup. The cylinders must be in contact with one 
another but must not be so tightly packed as to be deformed in shape. 

Five or six of the cylinders in the centre of the cup must be shortened to 127 mm to allow space for the thermometer 

bulb. 

The petroleum which is viscous or contains sediment or thickening ingredient shall be filled in the petroleum cup 
of the testing apparatus in a vertical position so thai it completely fills the cup. 

The air bath of the testing apparatus must be filled to a depth of 3 8.1 mm with water. The water bath must then be 
raised to, and maintained at a temperature of about 80^. 

The cup must then be placed in the air bath, and temperature of the sample must be allowed to rise until the 
thermometer in the oil-cup show 75® F when test flame must be applied. 

If no flash is obtained, this temperature must be maintained constant in the oil-cup for one hour at the expiration 
of which time the test flame must again be applied. 

If a flash is obtained, the solid mixture will be subject to the provisions of the Petroleum Act, 1934 

FIRST SCHEDULE 


Article 

Form 

Purpose for 

Authority 


Fee 


of 

which granted 

empowered 




licence 


to grant licence 



1 

2 

3 

4 


5 

1. 

in 

To carry 

An officer 

For ship 

Rs. 200 for 



petroleum m 

appointed by 

or other 

period of one 



bulk by water 

theCIentral 

Vessels 

year or part 




Government 

not excee¬ 

thereof from 





ding 100 

the date of 





tonnes 

issues 





gross 

tonnage 

For every 
additional 

50 tonnes 
gross tonnage 
or fraction 
thereof. 

Rs.40 

Z 

DC 

To carry pe¬ 

Chief Con¬ 

Rs. 500 for every calendar year of 



troleum by 

troller or a 

part thereof. 




land on me¬ 

Controller 





chanically 

ofExplosives 





propelled 

authorised in 





vehicles 

this behalf 
by the Chief 

Controller. 



3. 

X 

To import 

District 

Rs. 20 for every Calendar year or 



and store 
petroleum 

Class A in 
quantity not 
exceeding 

300 hires 

Authority 

part thereof 
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12 3 4 

XI To transport Controller of 

petroleum Explosives 

Class A/B in bulk 
on site refuelling of 
aircrafts, heavy 
vehicles/ma¬ 
chinery & 
stationary 
equipments 
by a mechanically 
propelled vehicle 
VEX Refueller 


4 XI To import District 

and store pe- Authority 

troleum 
Class B, oth¬ 
erwise than in 
bulk in quantity not 
exceeding 
25,000 litres 


5. xn 

To store 

Chief Con¬ 


petroleum in 

troller or 


tank or tanks 

Controller of 
Explosives 
authorised in 
this behalf 
by the Chief 
Controller 

6 xm 

To import 

Chief Controller 


and store pe¬ 

or a Controller 


troleum in an 

of Explosives 


installation 

authorised in 
this behalf 
by the Chief 
Controller. 


7. XIV To import and 
store otherwise 
than in bulk 

(a) petroleum 
Class A in quantities 
exceeding 300 litres 

(b) petroleum 
Class B in 
quantities 
exceeding 
25,000 litres. 


(c) petroleum 
Class C in quantities 
exceeding 
45,000 litres 
or (d) partly 
one class and 
partly two 

classes of petroleum 


5 

Rs. 500/- for every calendar year or 
part thereof 


Rs. 5 for every 1,000 litres or part of 
every calendar year or part thereof 


Petroleum Class A Rs. 150 for the 
first 25,(X)0 litres plus Rs. 5 for every 
additional kilolitres or part for every 
calendar year subject to a maximum 
of Rs. 6,000 per calender year or part 
thereof. 

Petroleum Class B when stored in 
bulk or with any other class of 
petroleum or when stored in quantities 
exceeding 2500 litres. The same fee as 
laid down for petroleum Class A. 
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1 2 
R W 


9. Special 


10. XVI 


11 . 


3 


4 


To store 
petroleum 
Class (A) 
temporarily 
in quantities 
not exceeding 
50,000 litres 
for refuelling of 
aircrafts in 
connection 
with crop spraying 
work only. 

To import 
and store 
petroleum class 
not provided 
for in Articles 
3,4,5,6and7 
To decant 
kerosene 
(petroleum 
Class B) 

from mechanically 
propelled 
vehicles in 
containers. 

To transport 

petroleum 

Class A/B in 

bulk on land 

for on site 

reftiellingof 

aircrafts, 

heavy vehicles/ 

mechinery & stationery 

equipments 

by a mechanically 

propelled 

vehicle viz. 

tefiieller. 


Controller of 
Explosives 


Chief Controller 


Controller of 
Explosives 


Controller of 
Explosives 


5 

Petroleum Class C when stored with 
any other class of petroleum or in 
quantities exceeding 45,000 litres. The 
fee as laid down for petroleum Class A. 


Rs. 100 for every calendar year or 
part thereof 


Rs. 500/- for every calendar year or 
part thereof 


TABLEl 

[See condition 10 (a) of Licence Form XIII] 

Distance to be observed around fedlitics in an installation where total quantity of petroleum Class A and petroleum 
Class B stored above ground in bulk exceeds 5,000 kilolitres, or where the diameter of any such tank for the storage of 
petroleum exceeds 9 metres: 

1. In this table;— 

“D" means diameter of larger tank. 

“d” means diameter of small tank. 

“x” means any distance suitable for constructional or operational convenience. 

2 Where alternatives distances arc specified, minimum there of may be observed. 

3. All distances shall be measured between the nearest points in the perimeter of each facility except m the case 

of tank vechicle loading/ unloading area where the distance shall be measured from the centre of each day 
for such loading/unloading. 
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T 0 Storage Storage 

Storage 

Storage/ 

Storage/ 

Tank 

Tank 

Flame- 

Office 

Boundary 

tank for tank for 

tank for 

filling 


filling 

vehicle 

vehicle 

proof 

building 

fencing 

From petroleum petroleum 

petroleum 

shod 


shed 

loading/ 

loading/ 

electric 

workshopg. around 

CloDi A Cloaa B 

Class C 

for 


for 

unloading 

unloading 

pump 

gtores 

installation 




petroleum 

petroleum 

area for 

area for 


amenities. 




Class A 

Class C 

petroleum 

petroleum 


fire 





or 



Class A 

Class C 


gtation. 

etc. 




Class B 


or 



within ins- 







Class B 



tallation 

1 2 

3 

4 

3 

6 

7 

8 

9 

10 

1 1 

12 13 

1. Storage tank for 

0,5D 

0.5D 

6m 

I5m 

15m 

I 3m 

13m 

8m 

13m 

13m 20m 

Petroleum Claia A 

Order 

Order 










13m 

13m 









2. Storage tank for 

0.3D 

0.3D 

6m 

15m 

15m 

15m 

15m 

8m 

1 3m 

13m 13m 

Petroleum Close B 

Order 

Order 










15 m 

13 m 









3 Storage tank for 

6m 

6 m 

X 

15 m 

X 

8 m 

X 

X 

X 

8 m 4.5 m 

Petroleum Class C 











4. Storage/Filling 

13 m 

15 m 

13 m 

X 

8 m 

15 m 

13 m 

8 m . 

13 m 

13 m 13 m 

Shed for Petro¬ 
leum Class A 
or Class B 











5. Storage/filling 

15 m 

13 m 

X 

8 m 

X 

8 m 

X 

X 

X 

8 m 4.3 m 

Shed for Petro¬ 
leum Class C 











6. Tank vehicle 

15 m 

15 m 

8 m 

13 m 

8 m 

X 

X 

8 m 

15 m 

13m 13m 

loading/unloading 
area for petro¬ 
leum Class A 











or Class B 











7, Tank vehicle loading/ 15 m 

15 m 

X 

15 m 

X 

X 

X 

X 

X 

8 m 3 m 

unloading area for 
Petroleum Class A or 
Clots C 











8. Flame Proof 

8 m 

8 m 

X 

8 m 

X 

8 m 

X 

X 

8 m 

8 m 3 m 

Electric pump 











9. Non-flame Proof 

13 m 

15 m 

X 

15 m 

X 

13 m 

X 

8 m 

X 

3 m X 

Electric pump 











10. Office building 

15 m 

15 m 

8 m 

13 m 

8 m 

13 m 

8 m 

8 m 

3 m 

X X 

workshop, stores 
amenities, fire 
station, etc. 
within Installation 











11. Boundary fencing 

20 m 

13 m 

4.3 

15 m 

4.3 m 

13 m 

3 m 

3 m 

X 

X X 

around installation, 












TABLE2 

[See condition 10(b) of Licence Form XIII] 

Distance to be observed around facilities in an installation where:— 

(i) Only petroleum Class C is stored; 

(ii) The total quantity of petroleum Class A and petroleum Class B stored above ground in bulk does not exceed 
5,000 kilolitres; 

(iii) The diameter of any tank for storing petroleum Class A or petroleum Class B does not exceed 9 metres. 
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1. Inthistable ‘D’ means diameter of the tank, ‘x’ means any distance suitable for constructional and operational 
conveniences. 

1 Where altemativcs distances arc specified, the minimum thereof may be observed. 

.1. All distances shall be measured between the nearest points in the perimeter of each facility except in the case 

of tank vehicle loading/ unloading area where the distance shall be measured from the centre of each day for 
such loading/unloading. 


To 


ITom 



'J 



8 







1 2 3 4 5 6 7 8 9 to 11 12 13 


1. Storage tank 0 3D 

for petroleum or 6m 

Claas A 

0,3D 

0.5D 

9m 


9iii 

9m 

15m 

15m 

15m 

3m 

1 3m 

13m 

2. Storage tank for 
petroleum Clau B 

0.3D 

0.3D 

0.5D 
or 6m 

9m 

0.5D 

0.5D 

9m 

4,3ra 

4.5m 

3m 

4.5m 

P 

min 

4.5m 

D 

min 

4.3m 

.1. Storage tank for 0.3D 

petroleum Claaa C or 6m 

0.3D 
or 6m 

X 

9m 

0.5D 

X 

9m 

4.3m 

X 

X 

X 

0 5D 
3m 
min 

0,5D 

3m 

min 

4. Storage/filling ihed 
lor petroleum CUas A 

9m 

9m 

9m 

X 

4.3 

6in 

9m 

9m 

9m 

3m 

9m 

9m 

9m 

3. Storage/miingg shod 
for petroleum Claaa B 

9m 

0.5D 

0.3D 

4.5m 

X 

1.3m 

9m 

4.5m 

4.3m 

1.3m 

4.5m 

4.5m 

4.5m 

6 Storagu/rilling ihed 
for petroleum Clua C 

9m 

0.3m 

X 

6m 

1.5m 

X 

9m 

4.3m 

X 

X 

X 

3 m 

3m 

7 Tank vehicle loading/ 
unloading area for 
petroleum Claaa A 

I 3m 

9m 

9m 

9m 

9m 

9m 

X 

9m 

9m 

3m 

9m 

9m 

9m 

M Tank vehicle loading/ 
unloading area for 
petroleum Claaa B 

13m 

4 5m 

4.5m 

9m 

4.3m 

4.3m 

9m 

X 

4 5m 

.3m 

4.5rri 

4 3m 

4.5m 

9 Tank vehicle loading/ 
unloading area for 
petroleum Claaa C 

13m 

4,3m 

X 

9m 

4.5m 

X 

9m 

4.5m 

X 

X 

X 

3 m 

3m 

10. ITamo proof Electric 
Pump 

3m 

3m 

X 

3m 

1.5m 

X 

.Tm 

1.3m 

X 

X 

3m 

X 

X 

1 1 Non-I'lame Proof 

IMcctric Pump 

1 5m 

4.5m 

X 

9m 

4.5m 

K 

9m 

4.5m 

X 

3m 

X 

X 

X 

12. DfTicc building, atoro 
amcmtica, etc within 
inalallalion 

13m 

D 

min 

4.3m 

0.5D 

min 

3m 

9m 

4.5m 

3m 

9m 

4.5m 

3m 

X 

X 

X 

X 

1 3. Boundary fencing 

around inatallation 

13m 

D 

min 

4.5m 

0,3D 

min 

3m 

9 

4,5m 

3 m 

9m 

4.3Tn 

3m 

X 

X 

X 

X 



FOURTH SCHEDUUE 
(See Role 10.5] 
FORMXm 


I An extent of hazardous area m Refineries Processing Plants/major instaUatioos confonmng to condition 10 (a) of licence 


SL Etescnptionof 

No thefaality' 

Location of 
tbe&cihty 

Products Handled/ 
stored in the 
facility 

Characteristics 
of the facility 


Extent of 
Areas 

1 2 

3 

4 

5 


6 


Classification 
of Area 
(TMision) 


Plam, EquqHQeot 

Open Air 

Inflammable hqiod 

Releases inflammable 

Process \<ssels 


above its flash-point or 

proihicts under 



inflainm^le vapour or 

ABNCSIMAL conditions 



gas heavier than air 

or requires to be opoied 
iq) for maintenance due 
toABNC«MAL 




conditions 


(i) Pits, sumps, treiKhcs I 

below the floor or ground 
level withm hazardous area 
(ar^ divisiCHi) 


(u) Area above the ground 2 
level extending veitKall> 

8ni above the source of 
hazards and bonzodallY 
16 m m all directiom from 
sich source Beyond 8m, 
from the source of hazard 
in the honzonlal plane, the 
vertical extent of the hazar¬ 
dous area may be reduced 
to 8ia above the ground 
level 

(m) Where large release of 2 

volatile products may (Additional) 
occui; the area m the hori¬ 
zontal plane b^ond 16m, 
up to 32m, flora the source 
of hazard, extendmgvati- 
cally up to 60cm above the 
ground level m all directians 









2 


3 


4 


6 


7 


1 I Plant. Equipment 
Process Vfcsscis 


1,2 Plant, Equapment 
Process Vessels 


C^n Air I nllammablc liquid 

abm e ns llash^int or 
inflammable vapour or 
gas hea\ ler than air 


Well-\ entilated Lighter than air, 

sheds. inilaiiiinable gases. 


Releases inflammable 
products under 
ABNORMAL conditions or 
NoTma]l\ requnes 
frequent opening up for 
maintenance 


Releases inflammable 
products under 
ABNORMAL conditions 
or requires to be opened 
up for maintenance under 
ABNORMAL conditions 


(I) Pits, sumps, trenches 1 

bclmi the floor or 

ground le% el mthin 

hazardous area (anj 

dhision) 


(ii) Area aboi e the ground 1 

Ie\el extending \ erticall> 

8 m. abo\'e the source of 
hazards and bonzorUalt}- 
16. m in all di rections fkm 
such source. Beyond 8m. 
from the source erf hazard 
in the horizontal plane, the 
v-atical extent of the hazar¬ 
dous area ma>' be reduced 
to 8m. abo\ e the ground 
le^el. 

(ui) Where large release of 1 

\'olatile products may (Additional) 
occur, the area in Uk hori¬ 
zontal plane up to 16m 
beyond the hazardous area 
dnision 1. extending verti¬ 
cally up to 60 cm. above 
the ground le^■eI 

(i) Pits, sumps, trenches 
belo\\ the floor or 
ground lexei within 
hazarous area (am 
dnision) 


to 


(li) Area abo\ e the ground 
lev el extending \'ertically 
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5 


6 


7 


8 m. abm-e the source of 
hazards and horizraMally 
16. m in aU directioos fiooi 
such source. Be>t»d 8m. 
&om the source of hazard 
in the borizmtal {daie, the 
vertical extent of the hazar¬ 
dous area may be reduced 
to 8 m. above the ground' 
levd. 


(iii) Where Imge release cd 2 
volatik products may occm; (Additua) 

the area in the bmizootal 
plane beyond 16 m. iq> to 
32 m, &mii the source of 
hazard, extending vertically 
up to 60 ciil above the 
ground level. 


Release inflammahle 
products under 
NORMAL conditioiis 
or normally requires fie- 
quad opening for 
maintenance. 


(i) Pits, sumps trenches 
below the floor m ground 
level within hazankns 
area (any diviskBi). 

(u) Area above the ground 
level extending vertically 
8m. above the source of 

haTai rk and hnrizr m^lly 
16 m. in aO diiectkms fiom 
sodi source. Beyond 8ra. 
fimn the source of hazard 
i n the boiizmal [dane, the 
vemcalexteraQfthehazv- 
dons area may be reduced 
to 8 m above the groimd 
kveL 


443 GI/2001—12 
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2 


3 


14 Plant, Ef^uiment 
Process \fessels 


Wdl^ventiiated 

sheds 


Lighter than air, 
inflanunabk gases 


13 Plaid, EquqHnetd 
Process \fesels 


Inadequately vend- Lighter tlan air, 
lated sbetfe mSamm^ik gass 


(ill) Where large release of I 

\ olatile products ma> (Additional) 
occur the area in the 
horizontal plane up to 
16m beyond the hazardous 
area division 1, ectending 
vertically iq> to 60 cm above 
the ground level 

Releases inflammable a. Within the shed — 2 

pnxfaicts uiid» ^normal 

conditions requires opening (i) Entire sbed ^xne the 

for maintenanc e under level of the lowest opening 

ABNORMAL omddions. mthe sidewall 

(u) Area above ground level 
or a level 4 5m.bdowthe 
source of hazard, wluch- 
ever is higher extendmg 
vertically up to the le\el of 
the lowest opemng in the 
side wall of the shed and 
honzoftally 4 5ni fionsuch 
source m all directions 

b Outside the shed — 2 

Area above tbe roof of the 
sbed extending vertically 
Sm above each opsung ID 
the roof and horizontally 
4 Sm from sudi openmgs m 
all directions 

Releases inflammable a Wthm the shed — 

YAKUTS nnder 

ABNCXIMAL conditioDS (i) Entire sbed above tbe level 

or requires opening for of tbe lowest opening m 

mainteoanoe uafcr tbe side wall 

ABN<^tMAL coadmons (u) Area ^xne gremnd 











6Ll toUtuttte • lthkJ> lih mib [(OeanJBL—UUIK] 



IjS Hai^ Eqaipnent Inadequately infiammaUe liquids 

Process \fessds ventilated Sheds, above its flashixjint or 

infiamnubfe vapour or 
gas heavier than air. 



5 


6 


level or a level 4.5 m bekjvv 
the souFEx (dlazard, viiiicti- 
ever is higha, extending 
vertically up to the level of 
the lowest opening m the 
side wall of the shed and 
horizontally 4.5m. firaa 
such source in all direc^ns. 


b. Onade the shed : — 2 

Area above the lowest in 

the side walls the shed 

extending vertically 4.5m 

abovetberoofandbcaizai- 

tally 3 mtrs. fitmi the side 

waO. 


Releases inflammable 
products tmder ABNOR¬ 
MAL cooditioas or requires 
opening up system fcH' 
mmntenance under AB¬ 
NORMAL conditions. 


a. Within the Shed .— 1 

i. Entire area within shed 
including pits, sumps and 
trenches. 

b. Oihside tte shed .— 1 

Area extending vertically 

3 m above roof aid htairon- 
tally 3 mbeyond shed <x 
16 metres from the source 
of hazard, whichever is 
&rtiiesL Bey<nd3 metres 
from the shed or 8 metres 
from the source of hazard, 
whichever is farthest, in the 
hodzmtal plane, the veitica] 
exteid of the hazardous area 
may'be reduced to 8m above 
the ground level. 
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3 


6 


Pits, sumps, and trenches 1 

below the ground level 
within divisioa 2 area. 

Where large release of 
inflammable piodncts 
occur - 

ATeawithml6cmc^tbe 2 

division area extendii^ 
vertically up to 60 cm dxjve 
the ground level. 


Releases imflaminabie 
pnxhicts under 
NORMAL conditions 
wNORMALLY requires 
an opening fiequently for 
mair tfenanc e 


i. Entile shed 1 

ii. Taking the top most 1 

opening in the shed as the 
source of hazard, the area 
extending vertically 8m. 

dxjve such scores hori¬ 
zontally 16minalldirectioos 
fitan the source. Beyond 8 m 
from the source ofhazaid in 
the horizontal [danethe 
vertically extent <^the hazar¬ 
dous area may be reduced 
to 8m. above the grmmd 
level 


tii. Pits, sumps, trenches, 1 

within hazardous mea. 


iv. Where large release 1 

of inflammable [Hoducts (Additional) 

may occur, the area wifriin 












[vnrn—TrJ¥3(i)] 



3 


6 


16 metres of the diMsion 1 
area extending \erticali\ up 
to 60 cm. above the ground 
level 

In case of failure (d* the Entire Enclosed premises Safe 

purgings)stem, eketne 

aipply IS automabcalh 

cut off or a warning is 

automabcall) given to a 

person m attendance 


Ditto 



In case of failure of the 

a Entire Shed. 

As specified 

urging sytan, dectnc 

b Outside the shed As 

fix in- 

supply IS automticaUy 

m the case of 

adequately 

cut off or a wammg is 

inadequately 

ventilated 

automabcally given to a 

ventilated shed 

sheds 

person m attendance 



Releases inflammable 

(i) Pits below or within 3 

1 

products under 

metre (rf the feabt) 


ABNORMAL conditions 



or requires to be opened 

(n) Area within 3m of 

2 

up fm maintenance due 

pipeline fitting 


to ABNORMAL 

valves, metres, m all 


conditions 

direcbots 


-ditto- 

(i) Above the floating 

1 


rod", withm the shell 



(n) \Hthm 3m of the didL 

2 
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1 


2 


3 


4 


I ll Tanks, above Openair. 

ground (cone roof) 


Any inflammab le bqukl 
above its flash point 


1.12Pan^withdrawal i Inanc^Kn Inflanunabkhquidsor 

fittings. enclosare gases 

ii. In a jriatfonn in - ditto - 

the open or in shed 
without walls, 
iii With a well venti¬ 
lated pump house. 


(N 

00 


5 


6 


7 


lii. Space within the tank 
enclosure up to top 
level of the enclosure 
waB. 

Releases inflammable (i) Within 1.5 of the vent 1 

products under openings. 

ABNORMAL conditions 

or required to be opened (ii) Within 3 mcf the tank 2 

up for maintoiaDce doe to sheU, ends or roof (rf 

ABNORMAL conditions. the tank. 

(iii) Space within taidc 2 

enclosure up to top 
level of tlK enclosure 
waD. 

-ditto- Entire Enclosure 1 

-ditto- Within 1.5 m (rf the edge 2 

of the platfcam in all 
directions exlmiding 
vertically fiom the ground 
level up to metres ^wve 
the tq) of pumps/ 
withdrawal fittings. 

(i) Pits, sumps, trenches 1 

below the floor or ground 

level within ha 2 ardous area 
(any division). 

(ii) Area above the ground 
level exteitding votkally 
8 m above the SCTirce of 
hazard aiKl bodantally 16m 
in all directions fiom such 


source. 



: fckit'ft iili. jaih [(OeaoA—n Idh] 


1 2 


3 


4 


5 


6 


7 


Bey ond 8 metres of the 
source of hazard in the 
borizmial plaoe, the vertical 
^entof the hazardous area 
be reduced to 8 m above 
the ground level. 

(iii) Where large release of 1 

volatile products may (Additional) 

occur; the area in the hori¬ 
zontal {rianebeycmd 16 m 
ofto 30 m from the source 
of hazard extendingverti- 
cally up to 60 m above the 
ground levd. 
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